AN ALL-WEATHER FRIEND 


For Speed For Ruggedness For Smooth Dependability 


“Citation”, below. The 
“Nashua” in a series of 
all-steel_ vessels of their size 
48 foot vessel, the “Citatic 





YOU'LL BUILD BETTER 
AND MORE ECONOMICAL 
MUD SYSTEMS WITH 


SUPER-COL 


(packaged in 50 Ib. bags.) 


MILWHITE SUPER-COL SAVES MATERIAL 


Pound for pound, Super-Col will give you twice 
the viscosity in fresh water, in water containing 
up to 242% salt, and in water containing up to 
240 ppm calcium. 


MILWHITE SUPER-COL SAVES RIG TIME 


A fast rate of yield and a minimum amount of 
required mixing makes Super-Col invaluable when 
a pit of mud is needed “in a hurry” 


MILWHITE SUPER-COL SAVES MONEY 


Its efficient performance will save you 25% or 
more in mud cost as compared with Wyoming 
Bentonite. 


MILWHITE SUPER-COL IS STABLE AND 
PERMANENT 


This material has been tested at temperatures of 
350° F. for as long as seven days with little or no 
change in viscosity. 


MILWHITE SUPER-COL IS A SPACE SAVER 


From offshore operations to rigs located great dis- 
tances from the source of supply, large savings in 
storage space and transportation charges will be 
realized by using Super-Col. 


Drilling Progress through Mud Research 


is continuous at Milwhite 











MUD SALES COMPANY 
HOUSTON, TEXAS 
DIVISION OF MISSISSIPPI RIVER FUEL CORPORATION 














900 to 1400 
- HORSEPOWER 


D: CONTINENT 


U J14-C 


SELF-EQUALIZING 

52” x 10” BRAKES 
Double adjustment, individu- 
ally equalized bands have 
spring loaded spherical dead- 


Big Drawworks with jjkt==="" 


Small Rig Simplicity 


Rated at 900 to 1400 net input horsepower, the ee 


FAWICK VC CLUTCHES 


Mid-Continent U-914-C Drawworks offers the drilling in- A 29” diameter by 5314” long drum provides 
three wrap spooling when hoisting 90-foot 


dustry all the desirable features of a large rig, while peop Asie be bi gees poag tapas 
retaining the flexibility and simplicity of operation of thr Venous o eee ko. 
smaller units. The U-914-C is designed as a single pack- Nee Oe ee ene ee 
age unit containing hoisting drum, transmission, rotary 

drive, and auxiliary brake on a single skid. Rugged in 

construction and smooth in operation, this unit provides 

dependable, economical and trouble-free service to meet ‘ 

present day drilling practices. For complete information, ALL BEARINGS GREASE LUBRICATED 


. ‘ . UNITIZED CONTROLS 
contact your local Mid-Continent representative. 


owe-s 


MID-CONTINENT SUPPLY CO. 


MID-CONTINENT BUILDING ° FORT WORTH, TEXAS 


Export Division: 45 Rockefeller Plaza, New York 20, N. Y. Cable: MIDCUMPORT NYK a 


THE WORLD’‘’S LARGEST INDEPENDENT OIL FIELD SUPPLY COMPANY 
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G&H Can Tow it... 
Anytime, Anywhere 


Pioneers in Gulf Coast tidelands towing, 
G & H has capably handled every conceivable 
towing assignment . . . with speed, safety, 
efficiency, and ultimate economy to your off- 
shore operating program. 

With a modern diesel fleet of 700 to 1700 hp 
tugboats, for every towing requirement 
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and over 35 years of diversified marine experi- 
ence ... G & H can expediently tow anything 
that floats . . . anytime, anywhere. 

Call the G & H office nearest you today, and 
let towing experts help you plan your next 
offshore moving job. 








DAY OR NIGHT PHONE 
Galveston SO 3-6468 or SO 3-4673 * Houston WA 8-5406 or MI 5-3614 
Corpus Christi TU 4-8791 ¢ New Orleans JA 5-8697 


TOWING COMPAN Y IN C. 


FLEET OF MODERN 700 TO 1700 HP TUGBOATS FOR EVERY TOWING REQUIREMENT 


Corpus Christi Houston ° GALVESTON, 509 Texas Building New Orleans 





LIVE TESTS AT THE 
PROVE RAM 























INTERNATIONAL PETROLEUM EXPOSITION 
2=ACKERS IN CAMERON PREVENTERS LAST LONGER 


Just check the following results of one recent test made 
during a demonstration at the International Petroleum Ex- 
position in Tulsa and witnessed by thousands of visitors. 





TOTAL VERTICAL PIPE TRAVEL — 4,877’ 
TOTAL NUMBER. PIPE REVOLUTIONS — 45,792 
Well pressure — 2,000°PSI 

— and only 60% of the feedable.rubber resetve was used, 
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Drill pipe size — 32” 
Vertical velocity — 6’ per minute 


Rotating speed — 66 RPM 






In Cameron's patented ram design the 
sealing rubber is always fully confined 
by steel. 


IRON WORKS, Inc. 
P.O. Box 1212-Houston, Texas 






4,877 feet of 3%” drill pipe rotating at 66 
RPM was run through this ram element 
while it held 2,000 PSI pressure — and only 
60% of feedable rubber reserve was used. 
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This is just one of the three families of Grant 
Tools made for reaming, hole enlarging and 
stabilizing. For full information on these, and 
a wide range of other down-hole and surface 
tools made by Grant, send for your copy of 
the complete Grant Catalog today! 
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GRANT 








SILIZING TOOLS? 


GRANT Makes Them All! 


There are not just one or two—but five —distinct types 
of Grant Drill String Stabilizers to meet every ° 
drilling requirement ...every well condition... and 
every operator preference. 


For reaming and stabilizing—Grant has perfected the 
Model 1530, Model 6480-A and Model 2020 Reamers 
for use in the drill collar string for maximum 
stabilization and round, full gauge hole. 

For stabilizing only—Grant provides the Cushion 
Stabilizer and the Drilblade. Each assures proper drill 
string stabilization for faster penetration without 
increased weight on the bit. 

Whatever your stabilizing requirements, just remember 
that, when it comes to stabilizing tools, 

only Grant makes them all! 


OIL TOOL COMPANY 
Main Office and Plant: 


2042 EAST VERNON AVENUE, LOS ANGELES 58, CALIFORNIA 
Cable Address: GRANTOOL 


AVENAL, BAKERSFIELD, COMPTON, VENTURA, WILLOWS, CALIFORNIA + LIBERAL, KANSAS + HARVEY, HOUMA, LAFAYETTE, LOUISIANA + LAUREL, MISSISSIPPI » FARMINGTON, 
HOBBS, NEW MEXICO + NEW YORK, NEW YORK + OKLAHOMA CITY, OKLAHOMA + CORPUS CHRISTI, HOUSTON, ODESSA, TEXAS » CASPER, WYOMING » EDMONTON, CANADA 
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Way offshore .. . 


With the Publisher 


W: have tried to do something 
unusual in this issue, and that 
is capture the ‘feel’ of the world- 
wide marine oil industry. 

To do it, we've sacrificed some 
technical information, a lot of sta- 
tistics, and have run more pictures— 
bigger'—than a duffer takes golf 
balls to the country club when he’s 
off his game. 

We think we've accomplished 
what we set out to do, and that it’s 
a whing-ding dilly of an issue. But 
naturally we're prejudiced. After 
all, we’ve shed sweat in the Persian 
Gulf, the Sea of Japan and off Peru, 
putting it together! 





But no matter what you may think 
of our reportorial abilities—or jour- 
nalistic handicaps, to look at it an- 
other way—it’s a big, fabulous, 
spread-out industry that we're trying 
to picture. 

A lot of folks think of the marine 
oil industry as being limited to Loui- 
siana alone—and to the Louisiana 
offshore area, at that. But it’s spread 
all over from the bayou country to 
Borneo, from the Gulf of Paria to 
the Persian Gulf, from Lake Erie to 
Lake Maracaibo. In pictures and text, 
that’s the world-wide story we've 
tried to put across. 





So it’s big business, the companies 
in it are pretty big outfits, and if we 
have to show our credentials to 
prove we're big enough operators to 
be writing about it—we can! 

After all, we've got an interest 
in a piddling little ol’ 10-acre lease 
near here, where a shirt-tail rig is 
setting up to drill a prospect to a 
whopping 1100 feet. Of course, it 
won't be the deepest hole in the 
world, and probably not the biggest 
producer. But it’s something to dig 
at until we... 


See you next month! 


Long John Latham 
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MacCLATCHIE 


MANUFACTURING COMPANY 
A Subsidiary of Grant Oil Tool Company 
2120 NORTH ALAMEDA, COMPTON, CALIFORNIA 









ff HIGH PRESSURE VALVE 


\ 
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For Cementing, 

Acidizing, 

Fracturing... 

L HIGH PRESSURE PUMPING 


By Any Standards—Buy MacClatchie 


Take a high alloy steel valve body .. . design it for 
smooth fluid flow at highest pressures... provide a 
rubber insert which resists oils, acids and abrasives .. . 
make it simple in construction—and you have the new 
MacClatchie High Pressure Valve for all your extreme 
high pressure work! 


Then—team up your MacClatchie High Pressure Valves 
with the MacClatchie “RN” Piston... time tested for 
high pressure pumping! Piston rubbers are bonded to 
brass rings which fit the piston body. The body and 
threaded end nuts last indefinitely—simply replacing 
rubbers renews the piston. Specify the Type “RN” for 
all heavy duty, high pressure work! 


MacClatchie high pressure pump parts are made in sizes 
for all popular pumps—send for details, or see your 
Grant-MacClatchie field man today! 





CALIFORNIA - WYOMING - FOUR CORNERS - KANSAS - LOUISIANA - TEXAS - NEW MEXICO - OKLAHOMA - NEW YORK 


9 











3 eee ees 





ae 


% 
go fae Boe 
’ 


i Eo 


{ANOTHER FIRST 
....for the NOLA! 





A successful dual completion 
in the 11,000 ft. range on 
a CATC well in the open Gulf 


again proves the superior 
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Zapata's new method of drilling 
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from a floating vessel. Wherever 
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you operate .. . world wide. . 
we can drill, complete or 
rework your leases in record 


time and at an impressive saving! 


Capable Of Drilling To 15,000-Ft. In Water Depths 
Greater Than 200 Feet Anywhere In The World 


MOBILE DRILLING BARGES ° FLOATING DRILLING VESSELS 


ZAPATA OFFSHORE CO. 


HOUSTON, TEXAS 





CABLE—ZAPATA HOUSTON 


Phone CA 2-0395 Phone EX-4001 
2218 First City Nat'l Bank Bldg. 436 Nat'l Bank of Commerce 
HOUSTON, TEXAS NEW ORLEANS, LOUISIANA 
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OLlLS PiIRST CENTURY —1859-1952 


“BORN IN FREEDOM . .. WORKING FOR PROGRESS” 
Today, we Americans are reaping the benefits of a 
century of Oil progress. Looking ahead, your Oi! and Gas 
Industry is ready to assume the risks to assure another 
100 years of better-living wonders. 
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Keep The 
NATIONS OIL INDUSTRY 
fealty. 











DURING THE PAST 100 YEARS, Oil and Gas have 
become so important to our economy that they now 
supply 69% of our nation’s energy requirements. 





Within the next eight years, this demand is expected 
to mount to 75%. The demand for Oil itself will increase 
by nearly six million barrels daily—a 63% increase. 


TO MEET THIS INCREASING DEMAND, a healthy business climate must be 
maintained to afford Oil’s investers a return on their huge investments which is 
commensurate with the risks involved in finding new reserves. 


THE CALIFORNIA COMPANY 


1111 Tulane Ave. New Orleans, La. 
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NATIONAL CARBON odie 


..efor dependable and economical service! 









Rel Jariowar 
TRADE-MARK 
BRUSHES 
for Oil Rig 
Drive Motors 


and Generators 
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TRADE MARK 


CG-212 and T-2600 Air-Depolarized Batteries 
For Navigational Lights and Fog Horns 








“National”, “Eveready”, “Union Carbide” and the Silver Colored Cable Strand are registered trade-marks of Union Carbide Corporation S 
| NATIONAL CARBON COMPANY - Division of Union Carbide Corporation + 30 East 42nd Street, New York 17, N. Y. 


OFFICES: Atlanta, Chicago, Dallas, Houston, Kansas City, Los Angeles, New York, Pittsburgh, San Francisco « CANADA: Union Carbide Canada Limited, Toronto 
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AMONG THE FIRST . .. 
STILL LEADING THE OFFSHORE FIELD 


OcEAN DRILLING & EXPLORATION COMPANY 


2475 Canal St. EXpress 4601 New Orleans, La. 
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THREDKOTE 701 


keeps your tool joints on the job 


For longer tool joint service, protect the threads from first trip to 
last with Humble’s Thredkote 701. 


Give new tool joints a specially careful and generous coat for good 
lubrication and maximum protection. Continued use of Thredkote 701 
on each trip will keep your string running tight and true. 


Joints make up tight and break out easy. As the string is run, 
the 60% pure metallic zinc in Thredkote 701 effectively guards 
against metal-to-metal contact and prevents galling. And Thredkote 
701 maintains its quality and consistency under the most rugged 
running conditions. 


Thredkote 701 is available in 25 lb. pails and in 200 lb. and 
600 Ib. drums. Call your nearest Humble wholesale plant in Texas 
and New Mexico. Thredkote is also available through many oil field 
supply stores. The price is right, and delivery is quick. 


HUMBLE OIL & REFINING COMPANY 





HUMBLE 





Other Humble 
Thread Compounds 


@ THREDKOTE 700 — lower cost, 
red lead base lubricant for 
casing, tubing and tool joints. 

e@ THREDKOTE 703— 85% metal- 
lic zinc, for use where pres- 
sures exceed 2000 Ibs. per 
square inch. 

@ THREDKOTE 705 — lubricates, 
fills and seals worn, wobbly 
tool joints. 

@ THREDKOTE 706 — meets all 
requirements for A.P.I. high 
pressure thread lubricants 
suitable for pressures ex- 
ceeding 10,000 Ibs. psi. 

@ THREDKOTE 708 — forms an 
insoluble seal at threaded 
connections servicing gas, 
gasoline, solvents and 
kerosene. 

@ THREDLOK 801 —a new prod- 
uct for sealing and locking 
casing joints. 
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CONTINENTAL 
5 SEO 


It’s smart business to buy your marine rope from 
Continental-Emsco . . the supplier who furnishes you with 
all your oil field needs. Here you know you'll get top 
quality . . fast and conveniently from complete stocks on 
the Gulf Coast. 


New Bedford marine rope is seaworthy .. tough. It lasts 


Take advantage of one-source .. one-stop buying. longer, because its fibers, both outside and inside, are 


i | i : 
prin ia ae re rset. Maar — treated to protect them against wear, salt water and rot. 


convenient Gulf Coast stores: It floats longer. Special reverse twist of the inside yarns 


Corpus Christi, Texas Lake Charles, La. 
Houston, Texas Morgan City, La. 
Harvey, Louisiana Venice, La. 
Houma, La. 


provides greater flexibility, and its two-twist construction 


provides better balance .. less kinking. . easier handling. 


For Service that Sings.. Equipment that Hums..Go.. 


CONTINENTAL-EMSCO | \NEWBEDFORI 


“NONE BETTER™ 


Serving the Oil and Gas Industries 
... Worldwide 





CONTINENTAL-EMSCO COMPANY @ A Division of The Youngstown Sheet and Tube Company @ General Offices: Dallas, Texas 
Export Division: 30 Rockefeller Plaza, New York, N. Y. © Continental-Emsco Company Limited @ General Offices: Calgary, Alberto, Canada 
Continental-Emsco Company C. A., Caracas, Venezuela @ Plants: Houston and Garland, Texas; St. Albans, Herts., England @ Representatives in All Principal Oil Fields of the World 








SHALLOW DRILLING 
DEALS WANTED 


We are looking for shallow drilling 
deals, preferably in the Texas Gulf 
Coast area, less than 2,000-ft. Also 


interested in shallow production. 


Want working interest in anything we 
drill, will carry all or part. Particularly 
interested in large blocks, but will 


consider individual leases. 


Let us hear from you if you have 


a prospect! 


WRITE, WIRE OR CALL 


GERONIMO 
DRILLING 
COMPANY 


P.O. BOX 977G CONROE, TEXAS 


Phones: PL—6-2406, Conroe, Texas 
OL—8-4309, Alvin, Texas 
MA—3-9464, Houston, Texas 
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J \S YOUR BOAT 


TIRED? 


... UNDERPOWERED? | 
...OVERWORKED? / 
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UR BOAT 


meee WITH CUMMINS DIESEL 


A Cummins Marine Diesel is just what the doctor 
ordered to give your boat the vim and vigor it 
needs to handle the toughest assignments. Re- 
power now—get the rugged dependability, bet- 
ter performance and economy of operation that 
only Cummins can offer. A call to your nearby 
Cummins Sales & Service, Inc., representative 
will get you full details on the right high-speed 
Cummins Marine Diesel for your boat. Financing 


CUMMINS 


General Office: 
5255 River Oaks Boulevard, Fort Worth, Texas 
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* RUGGED 

*& LIGHT-WEIGHT 
* HIGH SPEED 

* 100 TO 600 HP 


FACTORY-TYPE 
SERVICE SHOPS 
AND SALES OFFICES 


Abilene Fort Worth Palacios 
Amarillo Hobbs Pharr 
Biloxi Houston San Antonio 





Dallas New Orleans Shreveport 

Duncan Odessa Wichita MAIL 

Farmingt Oklahoma City Wichita Falls COUPON 
TODAY 

a _—_—_ — ”_-_ -—_—_—_ —— —~ —_—_— -_—_—_— 


Cummins Sales & Service, Inc. 

P. O. Box 10338 

Fort Worth, Texas 

Gentlemen: 

1 am interested in more information on Cummins Marine 
Diesels. Please send literature to: 

NAME 
COMPANY. 
ADDRESS. 
CITY. STATE 


CM 1 OS 




















* First oil-lumber cargo combination 
barge “Pacific No. 1” equipped with 
three UNIT Mariners. Built for 
the Pacific Barging Company. 











a pair 
of FIRSTS 
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*FIRST Oil-Lumber Cargo Barge 
TFIRST Steel Drilling Island 





Equipped with UNIT Mariners 
for Cargo Handling 


Specially designed and built for the marine field, 
UNIT Mariner Cranes are being successfully used 
for handling cargo from a fixed mounting on ships, 
barges, tenders and offshore drilling platforms. 
Unlike the ratings of conventional cranes, the 
Mariner has all the safety factors outlined in the 
requirements for cargo gear of the American 
Bureau of Shipping. Turntable, roller path, rollers, 
hook shoes, boom hoist mechanism, “A” frame and 
boom have extra built-in strength. The positive 
boom stops control the angle of boom elevation, 
and the FULL VISION CAB enables the operator 
to see in all directions. All gears are enclosed in a 
sealed gear case as a protection against salt spray. 
The Mariner handles cargo with ease, speed 
and pin point accuracy. Get all the facts. 
Write for bulletin. 












t First steel drilling 
island in the Pacific, 
owned by a nationally 
famous oil company, 
has a UNIT Mariner 
for unloading equipment 
and supplies from 
tender to platform. 
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CRANE « SHOVEL CORP. 
6625 West Burnham Street 
Milwaukee 19, Wis., U.S.A. 


- # | unit 








CAMPECHA 








YUCATAN 


PEN INEVLA 

















AUGUST 25, 1959 




























CONTOUR MAP SHOWS portion of the “American Sea,” varying depths out to the 600-ft. mark. Zones depicted 
a are 0-10, 10-20, 20-30 and 30-100 fathoms. Of the 300 million submerged acres lying within the 600-ft. mark, only 
the 35 million acres off Louisiana and Texas have been more than sparsely explored. 
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THE AMERICAN SEA 


300 Million Submerged Acres Substantially Unexplored 


Bmbacing the Gulf of Mexico and 
the Caribbean, and a narrow por- 
tion of the Atlantic Ocean west of 
the Bahama Islands, the ‘““American 
Sea” contains one of the last truly 
great oil provinces known to man. 
Within the 600-ft. mark, and 
within reach of the drill bit, are 
vast submerged areas off Florida, 
Alabama, Mississippi, Louisiana, 


‘Texas, Mexico, Guatamela, Hondur- 


as, Nicaragua, Costa Rica, Panama, 


Colombia and Venezuela that hold 
prolific F egpeiey Along the chain 
of islands stretching from Florida 
to Trinidad are broad shelves and 
sub-sea pinnacles that may hold im- 
mense subterranean wealth. 

In all, this vast domain contains 
some 300 million submerged acres in 
water depths less than 600-ft.—yet 
only the 35 million acres lying off 
Texas and Louisiana have been more 
than sparsely explored. 
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ITS DECK AWASH in wintery seas, a marine rig is shown during its last 
hours, before capsizing. Location is Block 21 of Louisiana’s South Timbalier 


area. 


TWO DRAMATIC ACCIDENTS 


7" year's activity off Louisiana 
was highlighted by loss of a 
marine rig (above), and a fire a- 
board a CATC platform that may 
go down as the worst offshore dis- 
aster in history. Seven lives were lost 
and the fire raged out of control 
(below) until relief wells could be 
drilled to kill it. 


In January, while preparing to 
move to a new drillsite, Trans-Gulf 
Rig No. 10 suddenly listed 30 de- 
grees to starboard. After heartbreak- 
ing days during which bad weather 
hampered salvage attempts, the rig 
rolled over in 35-ft. of water, where 
it remains today. 


ARMADA OF OFFSHORE GIANTS drill relief wells to kill raging offshore 


fire on CATC platform (background). 


Location is Block 45 of Louisiana’s 


West Delta area. Rigs are KERMAC RIG 46, left, Zapata’s VINEGAR- 
ROON, center, and C. G. Glasscock’s MR. GUS II. 


OFFSHORE SULPHUR MINE, near 
Grand Isle, is world’s first. Free- 
port Sulphur Company built series of 
platforms, connected by bridgeways, 
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at a cost of $30 million. Drilling 
started last October, and model above 
is of 108 wells to be drilled from 
a single platform. 


IN 35-FT. OF OPEN GULF OF MEXICO WATER, this floating drilling 
vessel, NOLA 1 of Houston, pioneered new techniques in marine drilling 
that attracted world-wide attention. Rig is cantilevered over starboard 
side of converted YF drill tender. 








WORLD-WIDE INTEREST IN A DRY HOLE 


FLOATING VESSEL DRILLS 9,002-FT. GULF TEST IN RECORD TIME 


Pitizs drilling vessels have been 
making news in many parts of 
the world—off the California coast, 
in the Pacific Ocean off Peru, and 
in the Gulf of Paria where The Off- 
shore Company of Baton Rouge re- 
cently completed the world’s first oil 
well drilled from a floating barge 
rig. 

“but offshore operators got their 
first intimation of what a floating 
drilling vessel might do in the Gulf 
of Mexico in February, when Zapata 
Off-Shore Company of Houston can- 
tilevered a standard rig from the 
starboard deck of the converted YF 
drill tender Nola 1, and used it to 
slam down a hole in 35-ft. of water 
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to a total depth of 9,002-ft. in just 
13 days and 7 hours. 

It was the first test drilled for oil 
in the Gulf of Mexico by a floating 
vessel, and the techniques used—a 
well may be completed near the 
ocean surface, without use of a cost- 
ly platform—attracted wide atten- 
tion. Oil men flew in from all up 
and down the Gulf Coast, and from 
as far away as Venezuela, Trinidad 
and Holland, to watch Nola 1 make 
hole at a rate that would be consid- 
ered good from a fixed platform. 

The hole was dry—but the man- 
ner in which it was drilled could 
have far reaching implications. Zapa- 
ta contends it can drill to 15,000-ft. 


in 200 feet of water more economi- 
cally than any other system now in 
use. Moreover, the company utilized 
techniques familiar to Gulf opera- 
tors, with blowout, completion and 
wellhead equipment above water. 
There have been no underwater com- 
pletions in the Gulf, as yet. 

In an industry accustomed to fast- 
paced innovations and rapid ad- 
vances in technology, va ata’s 
achievement must still be om. one 
of the most significant of the year. 
The system demonstrated points the 
way to lower drilling costs, and use 
of the floating vessel may well revo- 
lutionize the economics of offshore 
drilling. 
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CRESCENT 





Fast, powerful tugs. Veteran crews who know the sea 


as well as they know their ships. Your 
assurance of the finest in harbor, offshore 


or deep sea towing ... Call Crescent FIRST! 


Crescent Fleet 


CRESCENT TOWING & SALVAGE CO., INC. 


625 Hibernia Building * New Orleans 12 ¢ FOrest 6-1521 
OFFSHORE 








Atlantic Coast 





Production Predicted Under 
Shelf Of Atlantic Ocean 


The U. S. Geological Survey has 
predicted that oil will eventually be 
discovered on the continental shelf 
adjacent to the Atlantic Coast. But 
petroleum deposits will not be 
found, according to the report— 
made before the Fifth World Petro- 
leum Congress—until geologists 
have projected known facts into the 
sediments beneath the shelf from 
data obtained through onshore and 
submarine geology, drilling and 
geophysics. 


Ultra Expensive Cay Sal 
Test Finally Abandoned 


Cay Sal 4-1, a $3 million test drill- 
ed by Zapata Off-Shore Company's 
mobile unit Scorpion for Bahama 
California Oil Company, a subsid- 
iary of Standard Oil Company of 
California, and Bahama Gulf Oil 
Company, a subsidiary of Gulf Oil 
Corporation, was abandoned earlier 
this year after drilling to 18,906-ft. 
—one of the deepest offshore wells 
ever drilled. Location was on Cay 
Sal Bank, 135 miles south of Miami 
and 180 miles southwest of Nassau. 

Consolidated Cuban Petroleum 


Company holds a 1500 sq. mile on- 
shore and offshore concession on An- 
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CAY SAL 4, a $3 million test drilled 
by Zapata Off-Shore Company’s 
SCORPION in the Bahamas, has 
been abandoned. Test was drilled 
for Bahama California Oil Company 
and Bahama Gulf Oil Company. 
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dros Island, largest in the Bahamas 
group. Siebens Leaseholds, Ltd. of 
Calgary has 824,000 acres in the area, 
a part of it covering the northern 
sector of Andros Island and outlying 
waters. 


Florida 


Wildcat Drilling, Leases 
Awarded Gulf Oil, Calco 


Gulf Oil Corporation is drilling a 
15,000-ft. Lower Cretaceous wildcat 
in 18 feet of water, 15 miles west 
of Key West. The test is on a mas- 
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sive lease—over three million acres 
—owned by Gulf, Commonwealth 
and others. The test marks Gulf’s 
fourth attempt to find oil below the 
Florida mainland. Previous efforts 
include unproductive wildcats on 
Big Pine Key (1945), Sugar Loaf 
Key (1947), and on Sandy Key 
(1955). 

Kermac Rig 45 is drilling the test 
for Gulf. 

In a recent offshore lease sale, on- 
ly Gulf and The California Com- 
pany submitted bids to the state. 
Gulf and Calco bid jointly on 22 
tracts (out of 80 offered), and Calco 
bid on one additional tract. 
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THE DRILL TENDER PELICAN is shown on location in Block 131 of the South Timbalier area, 40 miles off the 


Louisiana coast. Gulf Oil Corporation is drilling the test 


anyone has drilled in the Gulf of Mexico. 





Marine Oil Round-Up: 


iE atone first offshore lease sale in nearly three 
years (Offshore, March, 1959, p. 16) offered dra- 
matic proof that oil operators are ready to wager 
big money on the state’s tidelands. 

The sale brought a record $43.6 million for 66,- 
937.82 submerged acres with Shell Oil Company 
paying over $6 million for a 2,000-acre tract in the 
Eugene Island area. 

As a further evidence of renewed activity, Hughes 
Tool Company reported 157 drill barges busy in 
Louisiana’s inland waters as of June 8, and 63 rigs 
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in 200 feet of water—the deepest water in which 


THE PACE QUICKENS IN LOUISIANA 


INLAND BARGES BUSY, OFFSHORE RIG ACTIVITY UP 50 PERCENT 


operating offshore. During a similar period last 
year, only 42 rigs were —_ offshore. 

The offshore industry did not really get under- 
way off Louisiana until after World War II. As 
late as January, 1950, total production was less than 
6,000 bpd. But development has proceeded at a rapid 
pace. The Louisiana Oil Scout Association reported 
2,443 wells drilled in the Gulf by the end of 1958. 
In July of 1959, offshore allowable was set at 194,015 
bpd—or 20 percent of the state’s total. Offshore 
gas production amounted to .8 billion cubic feet 
daily, or 10 percent of the state’s total, at last report. 


OFFSHORE 





























NEW LOOK IN LAKE ERIE RIGS 





Marine Oil Round-Up: 


| Bags Erie is witnessing a full-fledged drilling boom 
that may see a record 100 wells punched into 
the lake bottom before fall ice floes drive operators 
shoreward. Last season, about 60 wells were drilled 
in the lake. 

On the U.S. side of the lake, New York Natural 
is using the portable drill barge Argonyn I to test 
a 19,310-acre lease on which it drilled a successful 
well last year. The well, near the Pennsylvania- 
Ohio line, went to 5,098-ft., but was completed at 
2,525-ft. for 200 Mcf of gas daily. 

Most activity is on the north shore of the lake. 
There some 20 operators have 2.3 million acres in 
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is Place Gas & Oil Company’s MR. CLIFF, 
the Place Walpole No. 3 for an open flow of 1,000 Mcf daily on its first try. 








which successfully completed 


DRILLING BOOM FOR LAKE ERIE IN ‘59 


GAS PRICES AS HIGH AS 45 CENTS PER MCF IS INCENTIVE 


the lake under permit. Most offshore production 
is from extensions to 12 Canadian onshore fields, 
and most of the gas production encountered to date 
has been in the Guelph and Salina dolomites be- 
tween 1050 and 1350-ft. Since winter ice floes 
might destroy above-water installations, all wells 
are completed under water. 

A single Canadian operator—Place Oil & Gas 
Company, Ltd.—has launched an ambitious 50-well 
program for the year. The company’s new mobile 
platform Mr. Cliff, mounting a cable-tool rig, 
opened the season by completing a gas well on its 
initial try. 
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Texas 


Tidelands Activity Slow, 
With No Pickup Foreseen 


Activity off Texas has been gen- 
erally slow for the past year. On 
June 8, a single offshore rig was 
operating in the state’s tidelands. It 
has since been shutdown. 


In May, Standard Oil Company of 
Texas reported the first discovery 
of the year off Texas. No. 3 Federal 
Tract No. 140, 26 miles east of Gal- 
veston, flowed 3,300 Mcf of gas 
daily from perforations at 7,858-70- 
ft. through a 4-in. choke. 


Alaska 


Socal Doing Marine Survey 
In Waters Of Cook Inlet 


Standard Oil Company of Califor- 
nia, Western Operations, Inc., is 
conducting a seismic survey of the 
Cook Inlet area of Alaska. 


Four seismic vessels and crews be- 
gan the survey early this year. So- 
cal is operator for a group made up 
of Continental Oil Company, Shell 
Oil Company, The Ohio Oil Com- 
pany, Richfield Oil Corporation, 
Sunray Mid-Continent Oil Company, 
The Superior Oil Company, Texas- 
Alaska, Inc., Union Oil Company of 
California and Western Gulf Oil 
Company. 


Offshore lands May Go 
On Competitive Bid Basis 


Three million acres of Alaska tidal 
and submerged lands may be put up 
for competitive bidding this year. 
Leases will be awarded to the indi- 
vidual bidding the highest cash bon- 
us. These leases will carry a rental 
rate of one dollar per acre per year 
and a royalty rate of not less than 
1214, percent. 

Under terms of the new Alaska 
Land Act, state-owned lands will also 
be leased on a noncompetitive basis. 
Leases on these lands will be issued 
to the first qualified person making 
application. Rental will be 50 cents 
per acre and royalty a flat rate of 
121/, percent. 

Tidal and submerged lands will be 
offered in parcels not to exceed 5760 
acres; upland competitive areas, not 
more than 640 acres; and all non- 
competitive lands, 2560 acres. 
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ARTIFICIAL ISLAND, 8,000-ft. off Seal Beach, now has 
29 producing wells. Monterey Oil Company is drilling Well 
No. 30 after a shutdown to construct new facilities. Cali- 
fornia’s first full-fledged offshore discovery in recent years 
was drilled from the $2.3 million platform at right, set in 
100-ft. of water 2.2. miles off the coast of Summerland. 





Marine Oil Round-Up: 


ARTIFICIAL ISLAND OFF CALIFORNIA 


...HAS 29 PRODUCING WELLS, NO. 30 DRILLING 








oo got its first full-fledged offshore discov- 
ery in some 30 years when Standard Oil Company 
of California (Western Operations, Inc.) and Humble 
Oil & Refining Company brought in a wildcat on a 
5500-acre lease in Santa Barbara County late last year. 

The well, 9 miles southeast of Santa Barbara and 
2.2 from shore, was drilled from the state’s first 
offshore stationary platform—built at a cost of $2.3 
million in 100-ft. of water. No. 1 Standard-Humble 
State Lease 1824.1 flowed 865 bpd of 36-gravity oil 
from perforations at about 7,300-ft., and was rated 
a major discovery. 

Up to 25 wells may be drilled from the platform 
—two at a time, if the operators desire. To date, 
four producers have been drilled and a fifth try is 
being directionally drilled to test another part of the 
lease. 

But while the Standard-Humble program has 
made news, most of California’s offshore oil is 
still produced from wells slanted out under the 
ocean from land-based sites. Richfield has completed 
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14 wells from a man-made island, Monterey has 
29 producers on a second artificial island with No. 
30 drilling. 
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TECHNIQUES OF DRILLING and completing wells 
from floating vessels have been pioneered off Cali- 
fornia coast. Experimental drilling (see following pages) 
has been carried out in 1500-ft. water. 
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SLANT DRILLING... 


WAS FIRST USED AT HUNTINGTON BEACH | 


oo drilling, invented by H.H. 
McVicar of Huntington Beach, 
was first used to drill into that 
city's tidelands in 1932. Since that 
time, directional drilling has been 
used to develop large offshore 
fields at locations such as Redondo 
Beach, Long Beach and Hunting- 
ton Beach. 

At Redondo Beach, Signal Oil 


and Gas Company built an artificial 
peninsula and used it to complete 
several oilers. The company also 
drilled 24 offshore wells from an 
extended shoreline site on the sea- 
ward tip of Santa Monica Bay. 
Monterey . . . In 1952, Marine 
Exploration Company (predecessor 
of Monterey Oil Company) was 
given a permit by the State Lands 
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Commission to construct a filled 
island 8,000-ft. offshore from Seal 
Beach. 

After drilling 29 wells—all pro- 
ducers—from the tiny island, which 
measures only 75-ft. in circumfer- 
ence, Monterey shutdown to con- 
struct additional facilities. These 
include a 550 hp compressor (for 
high-pressure gas lift), a double- 
decked wharf measuring 35-ft. by 
90-ft., and a 30-ton revolving crane. 
On order is repressuring equip- 
ment and shop facilities. The com- 
pany has also completed a “clean” 
water well to supply water for in- 
jection. 

After suspending drilling activity 
for 14 months, Monterey is now 
drilling ahead on its 30th well from 
the artificial island. 

Richfield . . . Richfield Oil Cor- 
poration began drilling from an 
artificial island about 3,000-ft. from 
the beach at Rincon in 1958. The 
company now has 14 wells on the 
island. They are directionally-drilled, 
gravel-packed, and all are producers. 

Richfield drills the average well 
in 10-14 days, and is now complet- 
ing two a month. The company 
has no plans for additional islands 
or platforms on the lease, as it 


can drill into all zones from the 
present offshore location. The island 
will accommodate up to 70 wells. 


Mee Rae ~ 





RICHFIELD’S ARTIFICIAL ISLAND 
has 14 wells, has been landscaped 
to blend more attractively with West 
Coast scenery. 
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CUSS I HAS DRILLED a steady succession of tests off the coast of 
California in the 6,000 to 7,000-ft. range, in water depths up to 360-ft. 
A smaller vessel, the M.V. SUBMAREX, has done experimental drilling in 
water 1,500-ft. deep. 


GETTING INTO DEEP WATER 


RECORD FOR FLOATING VESSEL IS 


During the past year, floating 
drilling vessels have made dramactic 
headlines around the world (see sep- 
arate sections on Louisiana, Peru, the 
Gulf of Paria). 

But off California, Global Marine 
Exploration Company—formed last 
year as an outgrowth of the CUSS 
Group offshore program—continues 
to prove that techniques developed 
there are world-beaters when it 
comes to deepwater drilling. 

During 1959, the company’s CUSS 
I has completed several wildcat drill- 
ing projects for both Standard Oil 
Company of California and Texaco 


AUGUST 25, 1959 


1500-FT. 


in the open sea in water depths up 
to 200-ft. Holes were in the 6,000 to 
7,000-ft. range. 


But Cuss I has drilled in water 
depths greater than 350-ft., setting 
standard casing strings to about 
6,000-ft. And using slim-hole tech- 
niques, the company’s M. V. Sub- 
marex has done experimental drill- 
ing in water 1500-ft. deep! 

Moreover, Global Marine has 
achieved penetration rates from 
floating drilling vessels similar to 
those onshore, and the cost per foot 
has been comparable to California 
onshore drilling experience. 
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DANTZLER BOAT AND BARGE CORPORATION 





WE CAN FURNISH THE BEST IN 


» Exploration Boats 
® Production Boats 
» Crew Boats 


Please Contact: 
For Domestic or Foreign Operations — 


DANTZLER BOAT and BARGE CORPORATION 


P. O. BOX 377 
Pascagoula, Mississippi 








Phone SO 2-4611 CABLE “DANTZLER” 








AT LAST ... Radar for Small Boats! 


Now, small boats with only a 12 or 32-volt power supply can have radar 
protection for less than $1,000 installed. Sperry’s “Radar 5” has 5-inch 
screen (above, left) and one and 5-mile range scales. The “Radar 10”, 
for supply and tow vessels, has range scales from ‘% to 20 miles. 
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Gulf Radiotelephone also features AM and FM two-way radios, direction 
finders, depth recorders, cathodic protection units and battery chargers. 
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Texaco Uses CUSS | To 


Explore Expensive Acreage 

Texaco, Inc., as operator for a 
group that includes itself, Monterey 
Oil Company and Newmont Min- 
ing Company, is using the floating 
drilling vessel CUSS I to core test 
an expensive offshore tract. 

The group paid a cash bonus of 
$23,711,538.24 for the 6,840-acre 
lease, which lies off Santa Barbara 
County. Two test wells were drilled 
before the coring program started. 
The first well, drilled 1-14 miles 
offshore in the Cuarta Canyon dis- 
trict, reached a total depth of 7,- 
513-ft., and promising formations 
were encountered. The well was 
reportedly capped at the ocean 
floor, with the prospect of convert- 
ing it to a producing well at a 
later date. 


Floating Vessel Drills 
Offshore Tests For Phillips 


Phillips Petroleum Company, as 
operator for a group that includes 
Edwin W. Pauley, Kerr-McGee and 
39 other companies and individuals, 
is using a floating drilling vessel 
to explore two leases in the Cali- 
fornia tidelands. 

Phillips has drilled two explora- 
tory tests on CRC 2205.1, in the 
Naples district of Santa Barbara 
County, for which the group paid 
$13,550,000.00. The first test was 
drilled to 7,355-ft. in 203-ft. water. 
The second was drilled to 8,175-ft. 
in 168-ft. of water. Information 
obtained is now being evaluated. 

On CRC 2207.1, a lease off Pt. 
Conception for which the group 
paid $5,100,000.00, Phillips has also 
drilled two tests, and a third is 
now drilling. The first test was 
drilled to 5,011-ft. in 193-ft. of wa- 
ter, and was plugged back and re- 
drilled to 4,233-ft. The second test 
went to 6,300-ft. in 134-ft. of water. 

Western Offshore Drilling & Ex- 
ploration Company is the drilling 
contractor, and the vessel is a con- 
verted J. Ray McDermott & Com- 


pany derrick barge outfitted for 
deepwater drilling. 
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SHOWN ON LOCATION IN THE GULF OF CAMPECHE is Ocean Drilling & Exploration Company’s giant drill 


barge EL DORADO, which has put down ten holes off the Mexican coast. One is reported to have found a major 


offshore oil field. 





Marine Oil Round-Up: 


A major oil strike in the Gulf of Campeche has 
focused attention on the petroleum potential of 
Mexico's tidelands. 

Pauley Pan American Petroleum Company tre- 
ported the discovery, one mile off the coast of 
Tabasco in 43-ft. of water, and termed it a major 
offshore oil field. The 239 Santa Anna reached 
a total depth of 10,000-ft., encountering several 
miocene sands below 7,000-ft. One of the upper 
zones flowed 1,680 bpd of 38-gravity oil from an 
undisclosed depth, but Pauley Pan American re- 
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MEXICO GETS MAJOR OFFSHORE STRIKE 


BARGE "EL DORADO" COMPLETING OFFSET TO DISCOVERY 


leased little additional information about the well. 

Ocean Drilling & Exploration Company's drill 
barge El Dorado is completing an offset well drilled 
1320-ft. from the discovery. Odeco, which has 
been active in the area for some time, has drilled 
a total of 10 holes in the Gulf of Campeche—five 
of them producers, four dusters, and one still test- 
ing. The New Orleans concern had carried an in- 
terest in previous wells, but drilled the last two 
for Pauley Pan American on a contract basis. 
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PROMISING FRONTIER 


... FROM TEXAS TO YUCATAN 


Alone the eastern coast of Mexico 
lies the largest unexplored ma- 
rine oil region in the Gulf of 
Mexico. Onshore production exists 
all along the coast from Texas to 
the tip of the Yucatan Peninsula. 


ing Campeche and Tabasco. West 
and north of the Yucatan Peninsula, 
it spreads into an enormous fan- 
shaped area. Here, on the Cam- 
peche Banks, it would be possible 
to spot a marine rig nearly 200 





The offshore region is a wide, 
sloping belt extending down from 
the State of Quintana and border- 


miles from land and still be in 
water less than 600-ft. deep. Spotted 
on one of the numerous pinnacles 
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that dot the sea floor in the area, 
the rig could be in relatively shal- 
low water at almost the same dis- 
tance from shore. 

Sharmex operations . . . Sharmex, 
S.A. de C.V. of Mexico, principally 
owned by P.T. Sharpless Oil Cor- 
poration of Denver, Colorado, ob- 
tained initial offshore drilling and 
exploration permits granted by 
Mexico. 

Sharmex has been using a con- 
verted deep-sea oil barge, the Navi- 
gante 37, to drill in the shallow 
waters of Laguna de Tamiahua 
south of Tampico in the State of 
Vera Cruz on concessions issued by 
Petroleos Mexicanos (Pemex), the 
government-owned oil company. 


But the rig, capable of operating 
in water depths up to about 10-ft., 
is now idle—tied up in Tuxpan. 

Pemex discovery . . In 1957 
the largest oil discovery in Mexico 
since 1938 was made by Pemex in 
the El Hallazgo field, located south 
of the Rio Tecoluta in the State 
of Vera Cruz. The discovery lent 
further credence to the hope for 
an offshore extension of onshore 


fields. 


Odeco operations . Seismic 
surveys in the Isthmus of Tehuante- 
pec were carried out in 1949 by 
a group called CIMA. The com- 
bine consisted of American Inde- 
pendent Oil Company, Edwin W. 
Pauley, and a Petrofina of Belgium 
affiliate, Mexofina, S.A. 

Minor oil shows were obtained 
in 1949-50 by directional drilling 
along the shore of Tabasco. 

When CIMA obtained a special 
contract to drill on a 60-mile 
stretch of submerged lands off the 
coast of Vera Cruz and Tabasco, 
it contracted with Ocean Drilling 
& Exploration Company of New 
Orleans for use of the giant drill 
barge El Dorado. Odeco has carried 
an interest in eight of the ten 
wells it has drilled in the Gulf of 
Campeche. 


El Dorado The arrange- 
ment is ideal, for crews fly from 
New Orleans to Campeche in about 
the time it takes to ride a crew- 
boat out to some of Louisiana’s 
offshore platforms—right in Odeco’s 
back mak Working two weeks on 
and two weeks off, the men spend 
about as much time at home as 
they would if working on a Louisi- 
ana rig. Although the drillsite is 
850 miles from the company’s main 
base in New Orleans, conditions 
are actually little different since the 
El Dorado has its own air-con- 


ditioned living quarters. 
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Drilling on a 26,000-acre conces- 
sion in the Pacific off northern 
Peru, Richfield Oil Corporation's 
floating drilling vessel Rincon has 
successfully completed a *400 bpd 
producer. Location is about 3 miles 
offshore, and adjacent to the on- 
shore Lobitos field. 

Richfield and Cities Service each 





Marine Oil Round-Up: 


DISCOVERY OFF PERU 


BY FLOATING VESSEL 


have a half interest in the conces- 
sion, acquired from 
Douglas Oil Company by Peruvian 


Pacific Petroleum Company, a Cities 
Service subsidiary. 


which was 


The Rincon had drilled a previous 
dry hole on the concession. The dis- 
covery is producing from perfora- 
tions at 2,807-2,996-ft. 





Matacoibo SA tine. Siaiee CA, 





APARTADO 699 * MARACAIBO Pe moe ie * PHONE: 76116 


Cable: 
429 BALTER BLDG. »* 


NEW ORLEANS 12, LA. °¢ 


PHONE: MA. 6824 








Ie” 


P. O. Box 977 








BRAND NEW! 


Louisiana Offshore Lease Map Showing— 


e Air-Sea Rescue 
© Lease ownership 


Offshore 


© Platforms 
© Pipelines 


Sel} 


Conroe, Texas 














AUGUST 25, 1959 





ES 
A 


COMPLETE 
PACKAGE 

















TRAWLERS « CREWBOATS 
TUGS e WORKBOATS 


YoU 


1. Specify your requirements 
2. Choose your builder or let us 
suggest one 


3. Sign a purchase order 
4. Establish credit 


WE 


1. Arrange for boat to be built to 
your specifications ” 

2. Inspect construction 

3. Handle financing to suit your 
needs 

. Obtain all shipping permits 

. Deliver boat on schedule as 

ordered powered with the right 

GM Diesel Engine or Engines 


a nm 





DIESEL powen 


MARINE , OILFIELD ¢ _ INDUSTRIAL 
i HARVEY, LA © Fillmore 1-5641 


i iii 





DRAMATIC PHOTOGRAPH, courtesy of Creole Petroleum Company, shows only a small portion of the nearly 
4,000 oil wells dotting the surface of Venezuela’s Lake Maracaibo. Maximum production from the lake has ex- 


Marine Oil Round-Up: 


MARVELOUS MARACAIBO REMAINS WORLD'S 


NEARLY 4,000 WELLS DOT SURFACE OF SOUTH AMERICAN LAKE, w 


} sais Maracaibo is the most fabulous overwater oil 
producing area in the world today. 

Nearly 4,000 wells dot the lake’s surface, drilled 
to varying depths from 3,500 to more than 12,000-ft. 
Maximum production from the lake has exceeded 
1.4 million barrels per day. Oil flows from the wells 
to 176 gathering stations, mounted on piling plat- 
forms, and is then pumped ashore through 22 sub- 
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marine pipelines ranging from 10-in. to 24-in. in dia- 
meter. 

The lake itself is a brackish body of water about 
two-thirds the area of Lake Erie, and has a maximum 
water depth of 120 feet. It occupies the central por- 
tion of an intramontane basin on the north coast 
of Venezuela. Prolific oil production has been devel- 
oped along the northeast shore and now extends out 
into the lake some 20 miles. 
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ceeded 1.4 million barrels per day. Newcomers have reported prolific strikes—such as Phillips Petroleum Com- 


pany’s recent LPG-14-3, which flowed 6600 bpd. 


Principle concession holders are Creole, Shell and 
Mene Grande, but additional concessions were grant- 
ed to seven new operators in the Lake in 1956 and 
1957, and substantial production has been develop- 
ed by some of these companies. Phillips, as an exam- 
ple, has seven prolific producers in Lot 17—a con- 
cession it shares with Sunray Mid-Continent, Ash- 
land Oil & Refining, Western Natural Gas, El Paso 
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SMOST PROLIFIC OVERWATER OIL PRODUCER 


KE,,WITH MAXIMUM PRODUCTION EXCEEDING 1.4 MILLION BARRELS DAILY 


Natural Gas, Kerr-McGee, Pacific Petroleum and 
Canadian Atlantic. 

Three gas compression plants have been built on 
pile foundations in the lake, as pressure maintenance 
projects. These plants have a combined capacity of 
590 million cubic feet per day at a discharge pressure 
of 2000 psi. Two more plants with an additional 
capacity of 350 million i feet per day are under 
construction. 
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Marine Oil Round-Up: 


STORAGE DEPOTS like this one receive oil from underwater pipelines and 


hold it until tankers can carry it to shore. One “oil collecting point” serves 
about 50 wells. 
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OVERWATER TRESTLES covering a total of 62 mi. link drilling platforms and serve as a roadway for transport- 
ing men and materials in the Neftianyie Kamni marine oil field, Russia’s largest. 


Drilling platforms rise about 


iy an effort to step up offshore 
oil production, the Russians are 
giving close attention to the coastal 
region of the Caspian Sea opposite 
Baku. An offshore trestle for drill- 
ing overwater wells is being con- 
structed on the Cheleken Peninsula. 

The USSR’s biggest marine oil 
field, Neftianyie Kamni or “Oil 
Stones,” is located in the Caspian 
Sea about 62 miles from Baku. 
Units of the field extend over a sur- 
face of more than 6-1/4 miles with 
a 62-mile stockade as the connecting 
link. 

Despite the relatively big invest- 
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HOW THE RUSSIANS PRODUCE O 


THEY SAY THEY DO IT FOR 40-33 PERCENT OF COST OF 


Ol 











45-ft. above the water and are of two types: 1) independent, composed of large steel blocks and brought to the 
drill site by floating cranes, and 2) platforms mounted on stockades at sea. 















F OFFSHORE OIL 


F ONSHORE PRODUCTION 


ments required for construction of 
hydrotechnical systems for the ex- 
traction of oil from the sea bottom, 





the Russians claim its production 
cost approximates 40-33 percent of 
the cost of oil production on land. 

In order to reduce the expenditure 
for structural steel per well, an 
engineering report states that sev- 
eral wells are drilled by means of 
the inclined method. | Neftianyie 
Kamni is also said to be the first 
Soviet field operated on the basis 
of sustaining internal pressure by 
pumping sea water into the outlined 











Pate ate a - Ahepset Se . fos om . F i pie Ps 
FLOATING CRANES are often used to bring independent type drilling 
platforms to location. Since mobile units are not used, the Russians often 


zone. move their derricks this way. 
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Drilling Deals Wanted 


p Shallow prospects to 
about 2,000 feet 


p Preferably in Gulf Coast area 
of Texas 


pe Contact — 


GERONIMO DRILLING COMPANY 
P.O. BOX 9776 CONROE, TEXAS 








429 BALTER BLDG. 
NEW ORLEANS, LA. 
PHONE: MA. 6824 © 


24 HOUR 
SERVICE 


LAFAYETTE, LA. 
PHONE: CE. 4-1052 


Me Donough Matine Service 








Berwick Shipyard &r Drydock c. Ree. 


1000 TON FLOATING DRYDOCK 
2 MARINE RAILWAYS 


PHONE - 6444 P. O. Box 168 
NIGHT 7-2364 BERWICK, LA 
3306 
5249 











Daly — Contracting de Venezuela 


For further information Tel. 76.671 or write to “DALY” 
Apartado 488, Maracaibo. Cable: DALYCON 





Earthen "Dike" May Be Used 
For Drilling In Caspian Sea 


The Russians may use a 7-mile 
long earthen dike to hold back wa- 
ters of the Caspian Sea while an 
offshore area of nearly six square 
miles is explored for oil. 

Neftianyie Kamni, Russia's larg- 
est marine oil field, is located in 
the Caspian Sea. The proposed earth- 
en dike would be in the vicinity of 
the Karadag gas deposits. If the 
plan is carried out and the dike erect- 
ed, the encircled area would be 
pumped dry, and drilling operations 
carried out on the actual sea bottom. 


Extensive Drilling Scheduled 
Near Caspian Opposite Baku 


In an effort to step up offshore 
oil production the Russians are giv- 
ing a great deal of attention to the 
coastal region of the Caspian Sea 
opposite Baku. 

Under a seven-year plan, the Turk- 
menian Republic has been assigned 
an 80 percent increase over the 1957 
capacity of 70,000 bbls. per day. 

An offshore trestle for drilling 
overwater wells is being constructed 
on the Cheleken Peninsula, which 
was an island before the water re- 
ceded in recent years. Russia has 
announced that the first section of 
the trestle has been completed. 





CENAC TOWING CO. 





e Crude Oil Transportation 

e Deck Barges 

e Water Barges 

e Drilling Barge Moving 

e Diesel fuel delivery to drilling 
barges and drilling locations 


Houma Louisiana 


Phone: 2-2413 
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UPSURGE OF ACTIVITY in the Gulf of Paria is indicated by 27-well platform and derrick barge shown above 
being positioned in Galveston roads prior to starting a 17-day tow down the Gulf of Mexico and Caribbean. Platform 
was fabricated in the yards of Brown & Root Marine Operators, Inc., of Houston, for Paria Operations, Inc. 





Heeniish of the year’s activity 
in the Gulf of Paria has been 
the first oil discovery ever made 
from a floating vessel. 

In the process, the pioneering ves- 
sel which is owned and operated by 
The Offshore Company of Baton 
Rouge, Louisiana, set a new world’s 
depth record for a floating barge— 
penetrating to 11,337-ft. 

The discovery well, South Domoil 
1, was drilled by The Offshore 
Company for Dominion Oil Com- 
pany. Location is near the interna- 
tional boundary between Trinidad 
and Venezuela about 20 miles north 
of the Soldado field discovered in 
1954 by Trinidad Northern Areas, 
Ltd. Soldado is the only other off- 
shore field on the Trinidad side, al- 
though production was established 
on the Venezuelan side in 1958. 

Three dry holes were drilled by 
The Offshore Company, in water 
depths ranging from 36-ft. to 104- 
ft., before South Domoil 1 was 
spudded in. The first test was aban- 
doned in a sidetrack hole below 
7,000-ft., a second was abandoned at 
a shallower depth, and the third was 
abandoned as dry at 10,814-ft.—the 
previous world’s depth record for a 
floating vessel. 

Following a 24-hour production 
test in which South Domoil 1 pro- 
duced high quality oil at an unspeci- 
fied rate, the well was killed with 
heavy mud and plugged with a re- 
trievable plug. A Christmas tree was 
set on the ocean floor. 
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FLOATING VESSEL which completed the recent discovery in the Gulf of 
Paria is a 240-ft. by 72-ft. by 15-ft. converted supply vessel mounting a 
131-ft. Lee C. Moore derrick. It is owned and operated by The Offshore Com- 
pany of Baton Rouge, Louisiana. 
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When You Need the Best in - - - 


® Exploration Boats 
® Production Boats 
® Crew Boats 


CONTACT: 


MARINE SERVICE CO. 


BOAT RENTALS 


1220 West [8th Street 
Houston, Texas 
UNderwood 4-1463 


R. L “Red” Shibley 


J. D. “Johnny” Wiech 
HOmestead 5-412? 


HOmestead 5-7618 














POWER BY KENNEDY 


. . - aboard this 32’ all-steel crew boat whose 38.3 m.p.m. makes her 
the FASTEST boat of her type IN THE WORLD. Twin screw, she was 
built by Equitable Equipment Co. of New Orleans and is powered by 
two GM Series 6-71B marine diesel engines supplied by . . . 


KENNEDY MARINE ENGINE CO. 


Distributors of General Motors Diesels, Onan Gas- 


: oline and Diesel Electric Plants, Bendix Depth Re- i 
I corders, Surrette Marine Batteries. Call today for 
4 quick service. J A 


,EMERAL MOT 


DIESEL 
POWER 


BILOXI, MISSISSIPPI 
P. O. Box 915 





DIESEL 
POWER 


Phone ID 2-1531 











Netherlands 


Holland May Get Europe's 
Second Offshore Test 


Indications are that seismic sur- 
veys in the North Sea, off the coast 
of Zuid-Holland, may lead to an off- 
shore search for oil by N. V. Neder- 
landse Aardolie Mij., an affiliate of 
Standard Oil Company of New Jer- 
sey and the Royal Dutch-Shell group. 
It will be Europe's second tidelands 
test. 

N. V. Nederlandse Aardolie Mij. 
(NAM) holds 510,000 acres in the 
area, a considerable portion of it off- 
shore in the North Sea. Seismic sur- 
veys have been conducted, and it was 
first announced that a drill barge 
under construction at Rotterdam 
would be used for the offshore test. 
But the rig has since been diverted to 
the Persian Gulf. 

NAM's offshore acreage is adjacent 
to onshore production that supplies 
about a quarter of Holland's total 
oil production. Developed since 
World War II, NAM has small 
fields in the area at Rijswijk, De 
Lier, Wassenaar and IJsselmonde. 





Egypt 
Directional Wells, Plans 
For Drilling In Red Sea 


Cie. Orientale des  Petroles 
d’Egypte plans to explore its conces- 
sion in the Red Sea as soon as a 
mobile platform for the project is 
available. 

Cie. Orientale des _ Petroles 
d’Egypte was formed by the Egyp- 
tian Government and ENI and Pet- 
rofina. The United Arab Republic 
holds a 49 percent interest in the 
company. Contract for an offshore 
drilling platform has been placed 
with an Italian firm, and the unit is 
expected to arrive in the Red Sea 
by the end of the year. 

At present, oil is being produced 
from under the Gulf of Suez by two 
directionally-drilled wells at Ras 
Gharib. But important discoveries at 
Abu Rudeis, 18 miles north of Feir- 
an, may lead to offshore drilling in 
the Gulf of Suez. 
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Marine Oil Round-Up: 


MEDITERRANEAN HAS OFFSHORE STRIKE 


DISCOVERY OFF COAST 


Ww the mountains of Sicily forming a panoramic 

background, the portable drilling platform 
Scarabeo and the 5,000-ton drilling tender Saipem 
are shown above on an historic undertaking—drilling 
Europe's first offshore oil well. 

The location is about 114 miles off the Sicilian 
coast near Gela. The well was drilled to test a possi- 
ble offshore extension of the deep-lying onshore Gela 
oil field, which produces some 4,500 bbls. per day of 
low-gravity nest 9 

The discovery was drilled by SAIPEM, a subsid- 
iary of the far-ranging Italian state oil company, 
Ente Nazionale Idrocarburi, and the platform and 
tender have been moved to a second location. 

ENI originally planned to use the U.S.-built plat- 
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OF SICILY IS FIRST FOR EUROPE 


form for exploratory drilling on its concession in 
the Persian Gulf off the coast of Iran. But the plans 
were changed and the platform diverted to the Medi- 
terranean, bringing quick success virtually in ENI's 
back yard. 

The Scarabeo, built at Vicksburg, Mississippi at a 
cost of $1 million, had a rough 7,000-mile voyage 
to Sicily earlier this year. At one point during the 
trip, winds ee up mountainous 75-ft. seas 
(see Offshore, July, 1959, p. 9) and the floating plat- 
form was ripped loose from the tug Zeeland. But 
the tow was recovered and the unit arrived safely 
at Gela showing little storm damage. Built to operate 
in conjunction with a tender, the mobile platform 
measures 120-ft. by 115-ft. by 13-ft., and is equipped 
to drill below 10,000-ft. 
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St Group associates in British 
Borneo—Shell Company of 
North Borneo, Brunei Shell Petro- 
leum Company, Ltd., and Sarawak 
Shell Oilfields, Ltd.—are looking to 





CALSHIP, INC. 


DESIGNERS, BUILDERS & REPAIRERS 
OF 
OFFSHORE MARINE EQUIPMENT 


90% of the offshore vessels 
built by us were employed full 
time during the recent lay-off. 
We suggest you contact us to 
find out why. 


Yard Phones: 


Carlyss, La. Night Phones: 


Wstice 3-7381 Sulphur, La. JA 7-9002 
Wstice 3-7391 Carlyss, La. JU 3-6448 
P. 0. Box 928, Sulphur, La. 








Operators of 
Offshore Supply Vessels 
and 
Crewhoats 


COASTWIDE SERVICE 


INCORPORATED 


8838 Oak Street 
New Orleans, Louisiana 
UN 1-3666 
24 hour phone service 














Marine Oil Round-Up: 


BORNEO GETS BARGE 


UNIT TO DRILL IN CHINA SEA 


the sea in a search for new produc- 
tion to bolster sagging output there, 
which has declined more than 10 
percent since 1957. 


Drilling operations in the China 
Sea, virtually suspended last year 
following several expensive offshore 
failures, will be resumed now that a 
new mobile unit has arrived at La- 
baun after a 9,000-mile tow from 
England. 


The drill barge, named the Orient 
Explorer, will be the first to drill in 
the China Sea. It is also the first 
drill barge to be built in England. 
It is being rigged up now, and is 
expected to go on its first location 
in October. 

Designed by the DeLong Corpora- 
tion of New York, and built by 
Steel Structures, Ltd. at a cost of 
$2.8 million, the new unit was tow- 
ed to Borneo earlier this year via 
the Suez Canal. Outfitting brought 
total cost of the unit to approxi- 
mately $5 million, but Shell con- 
siders the investment money well 
spent for Borneo is virtually at the 
end of the supply line—8,000 miles 
from Britain and almost as far from 
the U. S. Erection of permanent-type 
steel platforms in the China Sea has 
sanelvas proven ultra expensive. 

First location for the Orient Ex- 
plorer will be some 40 miles off- 
shore in an area where four dry 
holes have been drilled from fixed 
platforms. 

Generally speaking, both land and 
sea exploration in British Borneo 
have been unlucky since the end of 





the war, when the territory was re- 
covered from the Japanese. Despite 
very extensive—and expensive—land 
and sea drilling covering virtually 
the whole of the area, no new oil 
has been found. 


Dutch Guiana 


Development May Start On 
14 Million Acre Lease 


Extensive exploration may begin 
this year on acreage held by Gulf 
States Land & Industries, Inc. in 
Surinam, Dutch Guiana. 

Development of the 14 million 
acre lease would be both offshore 
and on land, according to a report. 





6 LST 
TOWING 
WINCHES 


Manufactured by Almon-Johnson. 100,000 
Ib. line pull—driven by 50 H.P. 230 volt 
motors. Mostly all with new controls. 


The Boston Metals Co. 


313 E. Baltimore St. Baltimore 2, Md. 
ELGIN 5-5050 LEXINGTON 9-1900 








ATTENTION SUPERIOR AND 
CLEVELAND ENGINE OWNERS 


We can save you several thousand dol- 
lars of expense when your PTD or G 510 
Superior blocks are leaking water at the 
bottom liner seals or when the top liner 
gasket seat is cracked. By having portable 
equipment, and by removing only pistons, 
cylinder heads and manifolds, your down 
time is cut to a minimum. For further 
information call or write COASTAL 
CASTING MARINE SERVICE, 2903 
Gano, Houston, Texas, Phone CA 8-7885, 
Nites ME 5-0391. 
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MARINE INSURANCE SPECIALISTS 
Casualty-Bonds-Fire 


The South's 


Rusk Build 





L. WorTHAM 
& Son 


\Wareletiare) 


ale 











INDUSTRIAL ENGINES 


AND POWER UNITS 





e MARINE DIESELS 


e GASOLINE, DIESEL, GAS 
ENGINES & POWER UNITS 


e GENUINE FORD PARTS 
e SALES & SERVICE 


LOUISIANA ENGINE CO., INC. 


Distributor: La., Miss., Ala. 
1900 Tulane Ave. New Orleans 
JA 2-8°93 
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TENDER-MOBILE PLATFORM combination is being used by 
Arabian American Oil Company for drilling off the Saudi 
Arabia coast. The 800-ton platform floats from one location 
to the next. 





ie a call 


SELF-PROPELLED DERRICK BARGE is being 
used to erect platforms on Italian concession in 
the Persian Gulf, will also be used for under- 
water repair and maintenance. 


NEW COMPANIES, NEW RIGS ENLIVEN MIDDLE EAST SCENE 





he Middle East has seen nothing 
like its present concentration of 
offshore activity, with marine drill- 
ing rigs arriving from various parts 
of the world to punch holes in the 
floor of the storied Persian Gulf. 
Arabian American Oil Company 
discovered its Safaniya field—rated 
the largest proven offshore oil field 
in the world—in April, 1951, and 
followed this with discovery of the 
Manifa field in the fall of '57. 
Manifa No. 1, located 8 miles off 
the coast of Saudi Arabia, establish- 
ed initial production in the Yama- 
ma formation lying above the Arab 
zone, at 7,715-865-ft. Twenty-nine 
wells in the Safaniya field, as well 
as Manifa No. 1, were drilled by the 
diesel-electric tender Queen Mary, 
servicing steel platforms erected on 
piling driven in the Gulf floor. 
However, the company ordered an 
800-ton mobile platform from the 
U. S. to operate in conjunction with 
the Queen Mary, and the unit arriv- 
(Continued on the next page) 


FIRST WELL off the Neutral Zone 
is being drilled in 102-ft. of water by 
the mobile unit C. E. THORNTON, 
towed to the Persian Gulf from the 
U. S. Gulf Coast. 
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GULFPORT BUILT... 


Tug ZEUS, 103’ x 25’ x 13’— 
1200 HP General Motors Diese! 
Gear Drive tug, built for Intra- 
coastal Towing and Transporta- 
tion Corp., Houston, Texas. De- 
livered August 13, 1957. 





Gulfport Shipbuilding Corporation builds many types of fine marine 
equipment for the oil industry . . . derrick barges, tugs, dredges, 
cargo barges, drilling platforms, seismic vessels, crew and cargo boats, 
and fast, rugged cruisers for the inshore oilfields . . . Whatever your 
problem, you are in capable hands at Gulfport. 


BUILDERS AND DESIGNERS 
All-Welded Steel Tugs, Barges, Vessels 


GuvFport SwipBuiLoINc CORPORATION 


“On the Highway to the Offshore Oilfields” 
Phone YUkon 2-6486 PORT ARTHUR, TEXAS 


“Gulfport Tugs for Tough Towing” 


P. O. Box 1179 











INSURANCE SPECIALISTS... 


ht 











. .. in all forms of coverage for the oil, 









ZN 
. BE gas and allied industries. We would 
“aa, kN ° ° 
( er like to serve you through the insurance 
Oy agent or broker of your choice. 
Yes 
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Excess-Surpwus Lines, Inc. 


818 Hibernia Bldg. New Orleans 12, La. 
Telephone TUlane 1191 Teletype NO 157 
Cable Address EXSURP 














DRILLING TENDER at left was pur- 
chased by Pan American Internation- 
al to service mobile unit on Persian 
Gulf concession. The tender and mo- 
bile unit are both under tow from U. 
S. Gulf Coast. 


ed early in '58 and was rigged up to 
drill Manifa No. 2. Aramco is using 
the tender-portable platform com- 
bination in its present development 
program off Saudi Arabia. 


Abu Dhabi... Abu Dhabi Mar- 
ine Areas, Ltd., owned by British 
Petroleum and Cie. Francaise des 
Petroles, made an offshore discovery 
at Umm Shaif off the Trucial Coast, 
about 20 miles north of Das Island. 
Umm Shaif No. 1 flowed 2,400 bpd 
of 40°-gravity oil on initial tests. 
The company is using the Adma En- 
terprise, a mobile unit built in Ger- 
many, to drill a third test, following 
successful completion of a confirma- 
tion well. 


Shell . . . Shell of Qatar expects to 
resume operations in the Persian 
Gulf as soon as a mobile drilling 
unit arrives from the Netherlands. 
The unit was completed recently at 
Gusto Shipyard, Schiedam, to replace 
a storm-wrecked portable drilling 
“island” that Shell employed pre- 
viously. The barge is reportedly un- 
der tow to the Persian Gulf at this 
writing. 

SIRIP .. . Off the coast of Iran, 
SIRIP, the operating company for 
the Italian owned oil monopoly, Ente 
Nazionale Idrocarburi (ENI), is rig- 
ging up a permanent platform to 
explore its concession. The Italians 
originally intended to use the U. S.- 
built portable platform Scarabeo (see 
Offshore, July 1959, p. 9) on its 
Persian Gulf concession, but the unit 
was diverted to Sicily where it has 
drilled a discovery well in the Medi- 
terranean. 


Pan American . . . A second wild- 
cat will be drilled at the head of the 
Gulf by Pan American International 
on acreage adjoining SIRIP’s conces- 
sion. Pan American International, a 
subsidiary of Pan American Petro- 
leum Corporation, purchased The 
Offshore Company's Rig No. 56—a 
self-elevating mobile platform cap- 
able of drilling in water depths up 
to 100-ft.—for its Persian Gulf op- 
erations. 

The company has also purchased a 
supply vessel and a self-propelled 
drilling tender, the Howard S. Cole, 
Coastal-Mariner No. 1, from Coast- 
al-Marine Drilling & Exploration 
Company of Houston. Both vessels 
are currently under tow to the Per- 
sian Gulf. 

Arabian Oil . . . The first well 
ever to be spudded in off the coast 
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of the Neutral Zone got underway 
recently 25 miles offshore in 102-ft. 
of water. 

The Japanese-owned Arabian Oil 
Company is using the mobile unit 
C. E. Thornton for the test. The 
three-legged unit is owned by Read- 
ing & Bates Offshore Drilling Com- 
pany of Tulsa, which is also supply- 
ing crew and supply boats and a 
tender, the J. W. Bates, for the op- 
eration. Both were towed to the Per- 
sian Gulf from the U. S. Gulf Coast, 
where they have been operating. 

International Drilling Company, 
active in the Middle East, will be the 
drilling contractor. 

The Japanese broke the tradition- 
al 50-50 profit split to get their con- 
cession off the Neutral Zone. The 
company signed a deal with Saudi 
Arabia giving the country 56 per- 
cent of the profits and with Kuwait 
giving 57 percent of the profits. 
When the papers were signed, it 
was expected the Japanese would 
spot a test as close to Safaniya as 
possible—but the site chosen is 25 
miles away. It is projected to 8,000- 
ft., to test the Arab zone. 

After several important discoveries 
in the coastal region of Nigeria 
(British) in west central Africa, 
Shell-BP Petroleum Development 
Company of Nigeria, Ltd. ordered 





a shallow-water drill barge from the 
Netherlands for use in the tidal man- 
grove swamps. 

Most of the Niger River Delta, 
for a distance of some 30 to 40 
miles from the coast, is flooded to 
a depth of 4-ft. or more at high tide. 
The submersible drilling barge was 
designed especially to operate in this 
region. The barge is capable of drill- 
ing to 14,000-ft. depths, and has re- 
portedly drilled two tests since be- 
ing towed out from Rotterdam. 

The barge is the second marine 
drilling rig to be placed in service in 
Nigeria. Late in 1957, a specially 
designed drilling tender reached 
Port Harcourt from the Netherlands. 
Completely outfitted including a 
heliport, the tender cost $3.6 million 
to build. It has a draft of 8-ft., and 
is 158-ft. long and 80-ft. wide. When 
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WIDER HUNT IN NIGERIA 


MARINE RIGS USED IN SWAMPS 


on location, it services a platform 
erected on piling. 


Morocco 


ENI To Explore Area 
Extending Out Into Atlantic 


Ente Nazionale Idrocarburi, the 
Italian state oil monopoly, has a 
permit from the Moroccan govern- 
ment to explore an area along the 
Atlantic Coast. The area covered ex- 
tends into the Atlantic. 


An ENI subsidiary, Agip Minera- 
ria, will carry out the program. If 
commercial production is discovered, 
expenses and profits will be shared 
on a 50-50 basis by ENI and the 
Moroccan government. 





{ onsmar Corp. 


New Orleans 





Serving the 
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DB 


ALL TYPES OF WORK BOATS AVAILABLE ON A 
COMPLETE RENTAL & OPERATIONAL SERVICE. 


Write, Wire or Phone 


onsmar Corp. 


New Orleans 


609 Natl. Bank of Commerce Bldg. 
MA 1596 


a 











Everything for your 
OFFSHORE DRILLING NEEDS 


STEEL PIPE PILES 
thru 36” OD 
Including Heavy Walls 
STEEL-SHEET PILING CROSS BRACING PIPE 
STRUCTURAL PIPE 


LEE VORVIAS co 


Bank of the Southwest Bldg. 
HOUSTON 2, TEXAS 
Overseas shipments handled thru 


Foster International Corp., 
11 Park Place, New York 7, N.Y. 
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CONTRACT FEEDING 
and HOUSEKEEPING 


for 
@ Tela i-1am ololelt: 
Drilling Barges 
Rig Tenders 
Geophysical Boats 





Write, Wire or Call 
for Proposal 


MARINE CATERING 
SERVICE, Inc. 


1@> GEC ld of ft oO 
HARVEY, LOUISIANA 


PHONE FO 6-968! 
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an to obtain oil production 

from beneath the Sea of Japan 
have been resumed after an initial 
failure. 


Shown on location above is the 
4,000-ton mobile drilling platform 
being used by Japanese Petroleum 
Exploration Limited in its offshore 
search. The unit was ordered from 


the U. S., and assembled in an Akita 
shipyard. 

Japan's first offshore test, drilled 
to 3,000-ft. about a mile from shore 
in the Akita area, was abandoned 
after water flooded the shaft late last 
year. A second attempt was announc- 
ed early this year. Projected to 4,500- 
ft., it was drilled on one of four 
large domes in the area discovered 
by marine seismic surveys. 
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Fourth Annual 





Marine Rig Round-Up 


OFFSHORE reports on 435 marine drilling rigs, 96 drill 
tenders—finds 80.6 percent of drilling barges at work 


his is the fourth edition of OFF- 

SHORE’s Annual World-Wide 
Marine Rig Round-Up—compiled 
and published as a service to the 
mae marine oil industry. It 
is by far the most impressive list of 
marine drilling rigs and drilling 
tenders available in print. 


An _ industry-wide recession 
brought about a sharp decline in 
marine rig activity last year—parti- 
cularly in the Louisiana offshore 
area—but impressive gains have been 
made, and present indications point 
to continued healthy growth. 


Of the 329 units listed last year 
under drilling barges—which in- 
cludes mobile offshore platforms, 
drilling vessels, shallow-water drill- 
ing barges and barge-mounted work- 
over rigs—OFFSHORE reported 
223, or 73.6 percent of the total, 
on location and drilling as of July 
1, 1958. 


Of the 320 units listed this year, 
258 were working July 1—up a dra- 
matic 15.7 percent over 1958 (See 
accompanying box score for complete 
breakdown). 

Actually, the comparison is much 
more favorable, for 8 units were en 
route to locations (in the Gulf of 
Paria, the Persian Gulf, etc.) or were 
rigging up to drill. 

Statistically, 80.6 percent of the 
operational units reporting July 1, 
1959, were working, as compared to 
73.6 percent last year. Of the re- 
mainder, 33 were stacked, 12 were 
unreported, 6 were under construc- 
tion, 3 had been salvaged, 8 were 
rigging up or en route to new loca- 
tions. 

Of the 96 drill tenders reported, 
59—or 61.4 percent—were working. 
1958 might well be termed the year 
of the decline of the drill tender, 
for many remain idle after being tak- 
en out of service last year and may 
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never work again. Several tenders 
have been dismantled. 


Of the 115 rigs on platforms re- 
ported, 88—or 76.5 percent—were 
working, 28 were stacked, 5 were 
unreported. 


At present, the heaviest concentra- 
tion of marine drilling rigs remains 
in the Gulf of Mexico, although a 
foreign boom has sparked increased 
offshore activity in many parts of 
the world. The past year has seen a 

arade of marine drilling rigs from 
the U.S. Gulf Coast to foreign wa- 
ters, as well as the advent of several 
European-built rigs on the interna- 
tional scene. 


Marine drilling rigs are operating 
off Florida, Louisiana, California, on 
both the American and Canadian 
sides of Lake Erie, off Mexico and 
Peru, in Lake Maracaibo and on both 
the Venezuelan and Trinidad sides 
of the Gulf of Paria, in Brazil, the 
Mediterranean, the Persian Gulf, Ni- 
geria, the China Sea and the Sea of 


Japan. 


Rigs are under tow to the Gulf of 
Paria and to the Persian Gulf. A rig 
is being constructed in Italy for 
drilling in the Red Sea. And a re- 
cent major strike off Mexico may 
turn the attention of more U.S. op- 
erators to the nearby waters of the 
American Sea. 


The rig tabulation on the follow- 
ing pages is divided into three cate- 
gories: Drilling Barges, Drilling 
Tenders and Rigs on Platforms. 
Each subdivision lists the owner, 
name, barge or rig number, location 
as of July 1, 1959, and for whom 
the rig was drilling. In addition, 
operating depth for drilling barges 
and drilling vessels is given, as well 
as the drilling depth potential of 
rigs on platforms. Although a few 
companies remained to be heard from 
at “agp time, the tabulation is vir- 
tually complete. Where information 
was not furnished by the owner, 
available information on each rig is 
given with the “location” and ‘‘drill- 
ing for’ columns left blank. 





Drilling vessels .... 
Workover rigs ... 


Working 
SST eee eae 
Unreported ....... 

Under construction 





Drilling Barge Box Score 
Shallow-water drill barges ........................... 
I a. x sew ca es din bee Ree kn Gree ean 
Colin aaa eal oe nc cceece ov es veves 

Status 
Gren YS 


ag Bee tics, casa SL ae cele ee ae 
PME Siri d ail ha ny sie lt ours bem ieee 
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PREVENTION 


SERVICE 


The industry's finest, 
built into offshore 
oil insurance 


Southern Marine's experienced 
loss prevention engineers con- 
stantly work with assureds and 
their employees to eliminate pos- 
sible losses and resultant down- 
time of equipment. But should 
a loss occur, these technicians 
work just as diligently to quickly 
put your equipment back to 
work, earning income for you. 
Ask those who have used our 
Loss Prevention service how well 
it works. 


Southern Marine’s superior serv- 
ice, facilities and capacity cost 
no more—there is no charge for 
loss prevention service. Have 
your insurance representative 
talk with us before placing your 
offshore oil insurance. 


SOUTHERN MARINE 


& AVIATION UNDERWRITERS, INC. 
610 Poydras Street, TUlane 5266, New Orleans 12 





Drilling Barges 





Water 


Depth 
Owner and Barge ° 


(Max.) 


Location 


Drilling 
‘or 
(7/1/59) 





Abu Dhabi Marine Areas, Ltd. 
Adma Enterprise 


Allied Well Service 


Rig 16 12° 
An-Son Gulf Drilling Co. 

Barge No. | 10° 

Barge No. 2 16 
Arabian American Oil Co. 

Mobile Platform No. | 65' 
Barnwell Offshore, Inc. 

r, Cap 100' 
Bateman Drilling Co. 

Rodney Keith 12° 

Henry Bell 12' 
Bay Drilling Corp. 

Rome 

St. John 
Bayou Drilling, Inc. 

U-401 12° 

Barge No. 2 12° 
Bilbo-Redding Drilling Co. 

Barge No. 6 8 

Barge No. 7 8 
Black Gold Well Service 

barge-mounted workover rig 
Blackie Drilling Co. 

Doc 15’ 
Blue Water Drilling Corp. 

Blue Water No. | 70° 
Booker Drilling Co. 

Mary Ethyl! 10° 

Rig 2 10° 
Brewster-Bartle Drilling Co. 

opano 12' 

Laguna Madre 12' 

Lavaca 12' 

East Bay 12° 

West Bay 14° 

Vermilion Bay 12" 

Trinity Bay 14° 

Timbalier Bay 12' 

Grand Bay 14 

Caillou Bay 18° 

Terrebonne Bay 12' 

Galveston Bay 14’ 
Layton Brown Drilling Co. 

arge No. 2 iW 

Barge No. 4 14' 
Brunei Shell Petroleum Co., Ltd. 

Orient Explorer 125' 


Off Trucial Coast in 


Hackberry, La. 


West Cote Blanche 
Bay, La. 
Eugene Island area, 


Persian Gulf 


Eugene Island area, La. 


Garden Island, La. 
Lake Salvador 


S. Louisiana 
S. Louisiana 


Mustang Island, Tex. 
UNDER CONSTRUC 


Kleberg County, Tex. 


Chambers 
County, Tex. St 


Persian Gulf Self 


Pan-American 


Texaco, Inc. 
La. Shell 


Self 
Sinclair-Sohio 


Texaco, Inc. 
Texaco, Inc. 


Superior Oil 
Superior Oil 


Atlantic 
I1ON 
Sinclair 


andard Oil Co. of 
Tex. 


St. Martin Parish, La. 


Lafitte area, Jefferson 


Parish, La. 


Leased to Marine 


Drilling, Inc. 


Block 128, Eugene Island 


area, La. 


Paradis, La. 
Potash, La. 


Terrebonne Parish, La. 


Shell 


Humble 
Humble 


Texaco, Inc. 


Vermilion Parish, La. Gulf 


Terrebonne Parish, La. 
Terrebonne Parish, La. 
Terrebonne Parish, La. 


Texaco, Inc. 
Texaco, Inc. 
Texaco, Inc. 


Terrebonne Parish, La. Sun 


Lafourche Parish, La. 
St. Mary Parish, La. 
Cameron Parish, La. 
Harvey, La. 


Chambers County, Tex. 
St. Martin Parish, La. 


Calhoun County, 


ex 
Cameron Cou nty, Te 


Labuan (outfitting— 
location Oct. '59) 


Burdett-Edman Marine Drilling & Workover, Inc. 
12° Carancahua Bay, Calhoun 


Mr. Alex 


W. T. Burton Industries 
Barge 14' 
Barge 7’ 


Buster Gardner Drilling Co. 


UMC Barge No. 3 A 
Louisiana 8.5' 
Garry i 


™s California Co. 
S- Be 70° 


Carnes Weaver Barge Drilling Co. 
Carnes W. Weaver 


Cie. Orientale des Petroles d' Sapte 
8 100° 


arge 


Circle Drilling Co. 


Kirk C. Lewis 18° 
Clinch Drilling Co. 
Clinch No. | 
(workover rig) 12° 


Columbia ore, Co. 
Columbia No. 10° 


ounty, Tex. 


St. Charles Parish, 
St. Mary Parish, La. 


Terrebonne Bay, La. 

Point Au Fer., La. 

W. Cote Blanche 
Bay, La. 


Bay Marchand area, 
Bay Marchand area, 


Vermilion Parish 


Texaco, Inc. 
Texaco, Inc. 
Quintana 
Rigging up 
idewater 
Geo. Brown 


Brazos Oil & Gas 
a Humble 


first Self 


Alcoa 


La. Self 
Self 


Texaco, Inc. 
Texaco, Inc. 


Texaco, Inc. 


La. Self 
La. Self 
Shell 


UNDER CONSTRUCTION 


Marsh Island area, 


Quarantine Bay, La. 


Galveston Bay, Tex. 


La. Texaco, Inc. 


Gulf 


Sun 
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Water Drilling 
Depth r for 
Owner and Barge (Max.) Location (7/1/59) 
Continental + te Co. : J 
Barge No | Timbalier Bay, La. Texaco, Inc. 
Barae No. ? i Galveston Bay, lex. un 
Barge o. 3 11° New Orleans, La. Rigging up 
Barge No. 4 15’ tast Bay, La. Shell 
Barge No. 5 18° St. Mary Parish, La. Monterey Oil 
Continental Marine Exploration A 
Barge No. 10 Galveston Bay, 
Tex. Southern Minerals 
"M&H" Drilling Platform East Cameron 
o. 12 30' area, La. Tennessee Gas 
Continental Shelf Drilling Co. 
Belle Claire hg Field, Jefferson Parish, 
Trice Production 
West Cote No. 10 8' Plaquemines Parish, 
Jos. M. Rault, Jr., Inc. 
Coral Drilling Co. 
Mr. Arthur 70° Block 68, Vermilion area, La. Calco 
Creole Petroleum Corp. 
C-79 Lake Maracaibo Stacked 
C-80 Lake Maracaibo Stacked 
Cron & Son Corp. 
Rig No. - Plaquemines Parish, 
La. John W. Mecom 
Rig No. 3 3 Plaquemines Parish, La. Stacked 
Rig No. 4 a Terrebonne Parish, 
La. Trice Production 
Crown Rigs, Inc. 
Barge No. | 10' Terrebonne Parish, La. Union Oil 
Barge No. 2 13' Terrebonne Parish, La. Calco 
Deepwater Exploration Co. 
Deepwater No. Completely salvaged unit at 
LeTourneau, Vicksburg yard 
Delta Marine Drilling Co. 
Chris Zeppa 35' Block 24, West Delta area, La. Gulf 
Dixie Drilling Co. . : ; 
Lucky Bwana 10' E. Timbalier Bay, La. Union Oil 
Dixilyn Drilling Corp. 
Julie Ann 105' Eugene Island area, La. Shell 
Doc Drilling Co. 
eva 18" 
©. W. Dyer 
Sally Ann 10° S. Louisiana Humble 
O. W. Dyer No. 4 10 S. Louisiana Shell 
O. W. Dyer No. 5 10° S. Louisiana Humble 
O. W. Dyer No. 6 10’ Stacked 
Dyer & Smith 14' Stacked 
Harry L. Edwards Drilling Co. ras é 
Barge No. | ‘ Trinity Bay, Tex. Union Producing 
Barge No. 12 12' Sweet Lake, La. Austral Oil 
Falcon Seaboard Drilling Co. a 
Theo N. Law Vermilion Bay, La, Tidewater 
Posenart Sulphur Co. 
W. Wright 14 Soe Island Bay, La. Self 
W. L. Russ ; Bay St. Elaine, La. Self 
Jules Guidry 14 Garden Island Bay, La. Self 
J. D. Truelove 14' Garden Island Bay, La. Self 
R,. M. Murray 8 Bay St. Elaine, La. Self 
Global Marine Exploration Co. 
CUSS | 600 California, Parcel D. Texaco, Inc. 
Submarex 600° California Stacked 


Seiden Meadow Well Service 


ig 


Rig 5 iW 


Gracey-Hellums Corp. 
Rig 2 

Rig 3 

Rig 4 


R== 


Gulf Coast Drilling Co. of La., Inc. 
Barge No. | 10 


Gulf Marine Drilling, Inc. 


Rig | 35' 
Harvey Well Service 

Rig | 
H. L. Hawkins 

Henry L. 10' 


Win Hawkins Drilling Co. 
Barge rig 


Hershey Drilling Co. 
Barge 10’ 
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Bayou Long Field, St. Martin 

Parish, La. Lyons & Logan 
Timbalier Bay Field, La. 
Lafourche Parish, la. Gulf 


Assumption Parish. La. 
Terrebonne Parish, La. 
Terrebonne Parish, La. 


Terrebonne Bay, La. Texaco, Inc. 
West Delta area, La. Gulf 
S. Louisiana Union Oil 
Slidell, La. Stacked 


White Lake, La. David S. Thayer 














INTERNATIONAL PAINTS ARE AVAIL- 
ABLE EVERYWHERE... WHEREVER 
MARINE EQUIPMENT IS SERVICED 











Send for ‘a complimentary 
copy of our recently revised 
booklet ‘The Painting of 
Ships.” It is an outline of the 
latest approved practices in 
all marine maintenance. 


International Paint Company, Inc. 


New York 6, N. Y., 21 West St., Phone: WHitehall 3-1188 
New Orleans 15, La., 628 Pleasant St., Phone: TWinbrook 1-4435 
So. San Francisco, Cal., So. Linden Ave., Phone: PLaza 6-1440 
Gulf Stocks at: 
SAN ANTONIO MACHINE & SUPPLY CO. RIO FUEL & SUPPLY CO., INC. 
Harlingen, Texas, Phone: GArfield 3-5330 Morgan City, Louisiana, Phone: 5033-3811 
SAN ANTONIO MACHINE & SUPPLY CO. ROSS-WADICK SUPPLY COMPANY 
Corpus Christi, Texas... .Phone: 2-6591 Harvey, Louisiana, Phone: Fillmore 1-3433 
TZXAS MARINE & INDUSTRIAL SUPPLY CO. VOORHIES SUPPLY COMPANY 
Houston, Texas. .Phone: WAlnut 3-9771 New Iberia, La.....Phone: EM 4-2431 
TEXAS MARINE & INDUSTRIAL SUPPLY CO. MOBILE SHIP CHANDLERY CO. 
Galveston, Texas, Ph.: SOuthfield 3-2406 Mobile, Alabama, Phone: HEmlock 2-8583 
MARINE & PETROLEUM SUPPLY CO. BERT LOWE SUPPLY CO. 
Orange, Texas. .Phone: 8-4323—8-4324 Tampa, Florida......Phone: 2-4278 
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Drilling Water Drilling 
Depth for | Depth . for 
Owner and Barge (Max.) Location (7/1/59) Owner and Barge (Max.) Location (7/1/59) 
Hatt Se 8 Refining Co. 7 . Sede Peka t cet xg oy . crn, Corp. - ‘. ae ‘. Shell 
Rig No. 10° ayou Sale Field, La. e ri arge Delta ugene Island area, La. e 
ats No. * + 4 Soemee a -* Louisiana = pe Bay, Aon “ - _— 
ig No. 23 10° tacke L. A. Jett i ake Washington, La. umble 
Rig _ + A e. oy | Colaute Field, La. me 
ig °. 10° ayou Sale Field, b e ' 1 
Rig No. 34 10’ Bayou Sale Field, La. Self | es mm on dition hx Gulf 
Rig No. 39 10' Bayou Jean La Croix Field, La. Self 
Rig No. 45 10’ S. W. Littlelake, La. Self “0 
Humble SM-I 10 Stacked ‘fe “No wy 12' 
Rig No. 18 10 Stacked args we. 
Rig No. 31 10 E. Lake Palourde Field, La. Self 
McNisco, Inc. 
Hyperion Constructors Don McMahon 10’ Mound Point, La. Texaco, Inc. 
George F. Ferris 200° Los Angeles, Calif. Pipeline const. 
Pacific Driller No. | 90" Los Angeles, Calif. Stacked M & M Drilling Co. 
R iB 13° West Black Bay, La. Gulf 
Japan Petroleum Exploration Co. Ltd. — Bis a . 
Hakuryu (White Dragon) 46' Michikawa Oki SK2 Self Magnolia Petroleum Co 
Kelly Drilling Co. Rig 52 24' Main Pass area, La. Self 
Barge No. | 12' Leeville, La. Texaco, Inc. . 
Barge No. Il 12' Dog Lake, La. Texaco, Inc. Mallard Well Service ’ F 
Barge No. Ill 12' Bay De Chane, La. Texaco, Inc. Drake | 10" Bastain Bay, La. Pan American 
Kerr-McGee Oil Industries, Inc. Marine Drilling, Inc. 
Rig 40 20 West Cameron area, La. Pure Barge No. 7 Salvaged 
Rig 44 40’ Block 28, Ship Shoal area, Barge No. 3 i Lake Pagie Field, Salvaged 
La Kerr-McGee et al Barge No. 4 10' 2. Union Oil of Calif. 
Rig 45 35' Near Key West, Fla. Gulf Barge No. 5 14 Leeville, La. Stacked 
Rig 46 70 Block 40, West Cameron area, ™ 
. a. illips 
Rig 47 70’ Block 147, Ship Shoal area, La. Gulf | 4°89 We. Mecom — colt 
Clyde Tissue 8' Lake Washington, La. Self 
eo -y oe and Ong Co. Max Prather 7' Lake Washington, La. Self 
awed Strader yA — by “yy ane, La. — 
g 12 P ayou De Large, La. e 
Loffland Bros. Rig 7 ¥ Chambers County 
Loffland No. | 10° La. Tex. ; R. E. Hilbert 
Loffland No. 2 8/2" La. Rig 25 10° Homeplace Field, Self 
Loffland No. 3 10 La. Plaquemines Parish, La 
fland No. 8 9 La. : ' ; . ' 
pe oe ~ ae » ¢ Rig 33 8' Bay St. Elaine, La. Self 
, a. 
Rig 73 7 La. . 
Rig 68 -— Mane rg ae Co. si coisas ” 
Loffland No. 12 10’ La. tala _— 
Loffland No. 10 10° La. 
Loffland No. II 10° La. Mid-Con Oil & Gas Co. Ltd. 
Midcon No. | Lake Erie Self 
Long Point Gas & Oil Ltd. 
Translake No. | 35’ Port Dover area, Lake Erie Self Monterey Oil Co. 
Translake No. 2 40' Port Dover area, Lake Erie Self Exploit Over 40° Santa Barbara, Calif. Stacked 





air horns. 


manufactured U.S.A. 


circuits 
tion. 


peting model. 





© List price . . . 20% lower than com- 


TIDELAND 


Model DA-2, Class "A” 
FOG SIGNAL 


The Model DA-2 with a two-mile 
range is a complete dual unit 
proved in rugged service for more 
than three years. It is powered 
by Continental diesels, driving 
Schramm compressors and Federal 


¢ All standard components and parts 


© Produces 120 Ibs. air pressure for 
smooth operation of platform crane. 
@ Simple electric controls . 


. « No secret 


© Easily maintained . . . low cost opera- 


771 


TIDELAND 


SPECIALTY CO., INC. 


BOWIE WAlnut 8-5126 


HOUSTON 12, TEXAS 
(For New Orleans call FOrest 1-1721) 


















OFFSHORE 











Water 
Depth 
Owner and Barge (Max.) 


Drilling 
f 


or 
Location (7/1/59) 





Movible Offshore Co. 
Movible No. 2 80' 
Movible No. 3 45' 


Natural Gas and Oil Co. 
Roscoe Hobbs 10’ 


Ray Terry 14’ 


Neva-Andre Drilling Corp. 
Dan 18" 


New York State Natural Gas Corp. 
Argonyn | 48' 


Nicklos Drilling Co. 
Mr. E. J. 
Rig 18 12' 


Noble Barge Co. 
Lloyd Noble S-66 100° 


Noble Drilling Co. 
Barge 
Barge 
Barge 
Barge 
Barge 


- ~% Drilling Co. 
: WW" 
Rig 4 i’ 
13° 
i 


Ocean Drilling & Exploration Co. 
Mr. Charlie 40 


John Hayward 30" 
St. Louis 30’ 
Margaret 60° 
El Dorado 70° 
The Offshore Co. 

Rig 8 12' 
Rig 9 10° 
Rig II 12' 
Rig 12 15° 
Rig 15 12 
Rig 16 12 
Rig 17 12° 
Rig 20 10° 
Rig 22 12" 
Rig 52 100 
Rig 53 35 
Rig 54 100° 
Rig 55 100' 
Barge 

R. W. O'Meara 

Johnny O'Meara 10° 
Cornelius O'Meara 10" 


Pacific Workboat and Salvage A 
Torrey 


Pan American International 
Rig No. 56 


Penrod Drilling Co. 


Rig 40 10 
Rig 41 10° 
Jim Garrison 15’ 
W. H. "'Bill'’ Dordan 17" 
Tom Sorrell 17" 
Rig 42 10" 
Jim Woodruff 70° 
W. O. Woodward 44' 
Petrel 100' 


Perforaciones Delta, C. A. 


Delta II 10° 
Phillips Petroleum Co. 

Rig 42 8' 
Place Gas & Oil Co., Ltd. 

Mr. Cliff 42' 

Barge 2 

Barge 3 
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Eugene Island area, La. Texaco, Inc. 
. Cameron area, 
La. John W. Mecom 


— Bay area, 
Miss. River Fuel Corp 

Bay ‘Round Field, 
Miss. River Fuel Corp. and 
Hope Natural Gas 


Lake Erie Self 


OCS 0310, State 

Lease 340, Texaco, Inc. 
Mound Point Well No. 5 
East Cote Blanche 


Bay, Texaco, Inc. 
Well No. 16 


UNDER CONSTRUCTION 


St. Mary Parish, La. Texaco, Inc. 
Lafourche Parish, La. Texaco, Inc. 
Terrebonne Parish, La. Texaco, Inc 
Terrebonne Parish, La. Texaco, Inc 


Block 17, Timbalier area, 
a. Texaco, Inc. 
Block 93, Eugene ane 


area, La. alco, Self, et al 
Block 90, Eugene Island 
area, La. Midwest Oil & Be 


Block 27, South Pass area Shell 
Gulf of ‘Campeche, Mexico CIMA 


Cote Blanche, La. WOL 
Bay St. Elaine, La. Texaco, Inc. 
Lafourche Parish, La. Texaco, Inc. 
St. Bernard Parish, 


La. Geol. & Geophy, Assoc., Inc. 
Bay De Chene, La. Texaco, Inc. 
Plaquemines Parish, La. Calco 
Cote Blanche, La. WOL 


Lafourche Parish, La. Texaco, Inc. 
Plaquemines Parish, La. Texaco, Inc. 
Modification, Orange, Tex. 

Block 2, East Cameron area, 


La. McDermott 
Block 177, Ship Shoal area, 

La. Texaco, Inc. and Pan-American 
En route to Trinidad, 
Gulf of Paria Dominion 
Delacroux Island Stacked 
Pointe a la Hache, La. Self 

Stacked 

En route to Persian Gulf 
Calcasieu Lake, La. Hunt 
Bayou Des Allemands, La. Placid 
Coffee Bay, 
La. Olin Gas Transmission Corp. 
Terrebonne Parish, La. Placid 
Lake Washington, La. Placid 
Terrebonne Parish, La. Placid 
Bay Marchand area, La. Calco 


Block 77, Eugene Island area, 


a. Hunt 
Block 202, Eugene Island area, 

La. Placid 
Pedernales, S. A. Stacked 
Buras, La. Stacked 
Lake Erie Self 


UNDER CONSTRUCTION 
UNDER CONSTRUCTION 





For EVERY oil insurance 
need... 





BIW NEIEOVNIE 


PIPE JOINT PROTECTION 


PIPELINE FELT, 
PADDING & 


Above and Below Ground GLASS PIPE WRAP 


CORROSION PREVENTION 


HOT & COLD 
APPLIED COATINGS 









¢ KELLY 


COMPANY 
M & M BLDG. 
HOUSTON * CA 2-2203 


1038 4th Street 
Gretna, La. 
FOrest 1-1861 





S9ot 


5| 











INSURANCE AGENCY, 


827 PERDIDO ST. e 
NEW ORLEA 


INC. 


JA 5-7011 
i ) 








e OIL FIELD 


e INDUSTRIAL 


e MARINE 


Protective 
Coatings and 


Services 


BRUTEM EPOXY AND 
POLYESTER RESINS — 
SKID PROOFING—KITS 
FIBERGLAS REINFORCING 


Lion Nokorode 
Mastics and Rust 


Preventatives 











INDUSTRIAL WATERPROOFING CO. 


1139 GLENLEIGH DRIVE e 
3936 BALDWIN BLVD. e 


CORPUS CHRISTI, 


HOUSTON 24, TEXAS 
TEXAS 
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Water Drilling 
Depth for 
Owner and Barge (Max.) Location (7/1/59) 
Placid Oil Co. 
Rig 50 50' Block 117, Eugene Island area Self 
Prince Marine Drilling & Sateen Co. 
Barge No. | 12’ Plaquemines Parish, La. Calco 
Barge No. 2 14 Cameron Parish, La. Calco 
Dragons Drilling Co. 
. F. Youngblood 18" West Black Bay, Plaquemines 
Parish, La. Gulf 
Leonard Glade 13 St. Martin Parish, La. Kerr-McGee 
Reading & Bates Offshore ities Co. 
C. E. Thornton 102' Persian Gulf Arabian Oil Co. 
Rebstock & Reeves 
Bundy 8' Lafitte Field, Jefferson Parish, 
La. exaco, Inc. 
Richardson & Bass 
Point-a-la-Hache 9 Lafitte, La. Stacked 
Ricifield Oil Corp. 
incon 200' Peru Peruvian Pacific 
La Ciencia 200' Seismic work in Alaskan 
waters Self 
Rimrock Tidelands, Inc. 
Rimtide 35' Block 17, E. Cameron area 
La. Shell 
Rig 18 10° Morgan City, La. Stacked 
Rowan Drilling Co. 
a Hartmangruber 10’ Lafourche Parish, La. Gulf 
C. W. Yancey 10° Vermilion Parish, La. Superior 
D. E. Legan 8" Stacked 
Barge No. 2 10° St. Mary Parish, La. Quintana 
M. G. Rowe 10’ Vermilion Parish, La. Austral 
Barge No. 18 8' Plaquemines Parish. La. Tidewater 
Barge No. 20 10’ Plaquemines Parish, La. Calco 
Barge No. 2! 8' Stacked 
Humble 850 10° Terrebonne Parish 
La. British American 
Rig 19 Block 69, Main Pass area, 
La. Calco 
SAIPEM 
Scarabeo 65' Sicily Agip Mineraria 
Sea on Corp. 
Seadrill 2 30' Block 13, Vermilion Parish, 
La. Humble 
Seadrill 3 30’ Stacked 
Seadrill 5 14 Cameron Parish, 
La. El Paso Natural Gas 
Sharmex, S. A. 
Navigante 37 12' Tuxpan, Vera Cruz 
Mexico Stacked 
Sharp Gulf Drilling Co. 
Barge No. | 10 La. State 1920-4 
Well No. | Tidewater 
Barge No. 2 10’ La. State 978, 
Well No. 33 Continental 
Barge No. 3 14 La. State Lake Long, 
Well No. I¥ Texas Gulf 
Shell-BP Petroleum Specht Company of Nigeria, Ltd. 
Barge No. Niger River Delta Shell B-P 
Shell Oil Co. . 
Marine Rig 2 8 Turtle Bayou Field, La. Self 
Marine Rig 3 6 Bayou Chauvin Field, La. Self 
Marine Rig 4 12 S. Point area, Offshore, La. Self 
Marine Rig 5 6 Stacked 
Marine Rig 7 14 Weeks Island Field, La. Self 
Shell of Qatar 
MU2 125' Under tow to Persian Gulf 
Shoreline ee Co. 
Barge 10' Bayou Pigeon, La. ODECO 
Barge Ne 2 iW E. Go Around Bayou 
La. Hope Natural Gas Co. 
Barge No. 3 12’ ae Parish 
Miss. River Fuel 
Barge No. 4 i E. , Meadow 
La. South Shore Oil 
South Louisiana Drilling Co. 
Rig No. 1 11.5’ Morgan City, La. Texaco, Inc. 
The soeoates Drilling Corp. 
Barge No. 7 Shell 
Barge No. 2 7 Texas 
Barge No. 6 9 Texas 
Barge No. 7 14 Calco 
Barge No. 8 25' Block 35, Ship Shoal area 
La Kerr-McGee 
Barge No. 9 New Orleans Stacked 
Standard Oil Co. of California 
Western Explorer 200 California Stacked 


Stewart & Gouger Drilling Co. 


Miss Ethel 14 


Terrebonne Parish, 
La. Union Oil Corp. of Calif. 


OFFSHORE 














Water Drilling 
Depth for 
Owner and Barge (Max.) Location (7/1/59) 
Submarex 
La Busca Santa Barbara Harbor Stacked 
Exploit Santa Barbara Harbor Stacked 
Sandab V Santa Barbara Harbor Stacked 
Sun Oil Co. 
Sunoco | é Belle Isle, La. Self 
Sunoco 2 8 Belle Isle, La. Self 
Sunoco 3 12' Lake Pelto, La. Self & Pure 
Superior Oil Co. 
W. M. Keck, Sr. 16 Four Isle Dome, La. Self 
Supco Xl 12° La Blanc Field, Self 
Vermilion Parish, La. 
Supco | 12' Four Isle Dome, La. Self 
Barge |9 9 Deep Lake Field, La. Self 
Texaco, Inc. 
Abney 10" Louisiana Self 
Bentley 10' Louisiana Self 
Campbell 7 Louisiana Self 
Chandler 10’ Louisiana Self 
Ellzey 10° Louisiana Self 
Gardner 12' Louisiana Self 
Gibbens 12' Louisiana Self 
Giliasso 10° Louisiana Self 
Kelly 10° Louisiana Self 
Matagorda Bay 14' Louisiana Self 
Mooney 8' Louisiana Self 
Peavy 10° Louisiana Self 
Rhodes 12' Louisiana Self 
Rieve 10' Louisiana Self 
Shea 10" Louisiana Self 
Trotter 10" Louisiana Self 
Thirteen Drilling Co. 
Barge 
bg ge Drilling Co. 
Rig 10' a Au Fer. 
Republic Natural Gas 
Rig 2 10° Lake Bouef area, La. Stacked 
Rig 3 12° Vermilion Bay, ta. Quintana 
Rig 4 75° Galveston Bay, 
Tex. Standard Oil of Texas 
Rig 5 78° Keller Bay Humble 
Rig 6 75’ East Cote Blanche Bay, 
La. Union Oil & Gas of La. 
Rig 8 75° Stacked 
Rig | r Nueces Bay, Tex. Phillips 
Mr. Gus Il 150" Block 40, Grand Isle, 
La. CATC Group 
Trans-Gulf Offshore Drilling, Inc. 
Trans-Gulf No. 10 75' Capsized 
Trans Lake Drilling Co. 
Translake Port Dover, 
Barge No. | Lake Erie Place Gas & Oil 
Trinidad Northern Areas, Ltd. 
De Long /4! Gulf of Paria off 
Trinidad TNA Group 
Two-R Drilling Co. 
Barge No. | i" Jefferson Parish, La. Texaco, Inc. 
Union Producing Co. 
arge 76’ Block 128 Field, Eugene Island 
area, La. Self 
Universal Drilling Co. 
Mr. Louie 130° Being outfitted in New Orleans 
Ward Drilling Co. 
Barge No. | 10.5' Terrebonne Bay, La. Texaco, Inc. 
Barge No. 3 10.5' Venice, La. Tidewater 
Webster ta Co. 
Mr. Luke 12' Belle Isle, La. Sun 
Rig 6 14 St. Mary Parish, La. Monterey 
Wheless Drilling Co. 
Berryman 12° Terrebonne Parish, La. 
Bahm 12' Terrebonne Parish, La. 
em 12' Lafourche Parish, La. 
V. Pierce 12° St. Mary Parish, La. 
Nieorting 10" Iberia Parish, La. 
Duhon 10.5' Lafourche Parish, La. 
Hebert 12' Cameron Parish, La. 
Barge UNDER CONSTRUCTION 
Williams Drilling Co. 
Rig 2 10° Lake Poullard Humble 
Rig 3 10' Black Bay, La. Gulf 
Rig 5 10" Lake Washington, La. Humble 
Rig 6 10' Grand Bay, La. Gulf 
Rig 7 10° Avery Island, La. Humble 
Rig 8 10° Timbalier Bay, La. Gulf 
Zapata Off-Shore Co. 
Scorpion 80’ sas 77, Vermilion Parish, 
Tennessee Gas 
Vinegarroon 80" Block 17, E. Cameron area, 
La Tennessee Gas 
Nola | 200’ Block 69, E. Delta area, La. 
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Equity Unitized Quarters 
In Suez. Egypt 





The two-story steel housing units are shown en route 
to the Persian Gulf where they are presently supply- 
ing air conditioned modern living facilities for ap- 
proximately 75 men. 


Equity unitized PACKAGED housing is your best 


and most economical “per man, on the job” quarters. 


Other sizes and types available. 


JAckson 5-9744 Cable ‘‘EQUITY”’ 


EQUITABLE EQUIPMENT CO., INC. 


410 Camp Street Dept. R New Orleans 12, La. 











$é 
QUALITY BARGES FOR ALL PURPOSES 
DESIGN @ BUILDING @ LEASING 





H. J. BRANIGAN & COMPANY 


75 West St., New York 6, N. Y. 
HAnover 2-4680 











STATE BOAT Transportation 


Dependable Service—Prime Equipment 


AAAsweX wr. 


! ‘ 


Yon (om RG fom f-1-5 


Boat Rentals 
State Boat Corporation 
HOUSTON, TEXAS P. O. Box 543, Telephone MAdison 3-0340 
PASCAGOULA—NEW ORLEANS—MIAMI 
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Drilling Tenders 



































Water Depth Water Depth 
at Drilling a Drilling 
Owner and Vessel Location (7/1/59) Location for Owner and Vessel Location (7/1/59) Location for 

An-Son Gulf Drilling Co. CATC 

Carl B. Anderson Block 45, W. Delta J. C. Craig Block 208, Eugene Is- 
area, La. 55' CATC land area, La. 90' Self 

Deepwater No. | Preparing for Block 54, Carle Sharp Block 199, Ship Shoal 
S. Timbalier area Humble area, La. 101" Self 

Ernie Miller Block 45, W. Delta 

Arabian American Oil Co. area, La. 50’ Self 
Queen Mary Manifa Field, Persian Jack Cleverley Stacked 

Gulf 5’ Aramco 
Creole Petroleum Corp. 

The California Co. 21-89 Lake Maracaibo Stacked 
$-21 Bay Marchand, La. 25° Calico 21-91 Lake Maracaibo Stacked 
$-22 Bay Marchand, La. 49 Calco 21-92 Lake Maracaibo Stacked 
$-23 Being mothballed 21-93 Lake Maracaibo Stacked 
S-24 Bay Marchand, La. 37’ Calco C-64 Lake Maracaibo, work- 
$-25 Bay Marchand, La. Calco over Self 
$-26 Venice, La. Stacked C-73 Lake Maracaibo, work- 

over Self 
C-92 Lake Maracaibo, work- 
PROFESSIONAL ore sl 
C-94 Lake Maracaibo, work- 
over Self 
C-97 Lake Maracaibo Self 
C-201 Lake Maracaibo Self 
T.R. PARKER Diving service || 5% iS eee st 
C-203 Lake Maracaibo Self 
Ce ee ee ee ee ee ee ee ee C-204 Lake Maracaibo Self 
<a pr Maracaibo oe! 
: . " ake Maracaibo e 
1468 Sepulveda San Pedro, Calif. C207 hate ainenion Self 
3 Lake pecoenee we 
i - Lake Maracaibo elf 
TErminal 3-4554 C-334 Lake Maracaibo Self 
Deepwater Exploration Co. 
Deepwater No. | Preparing to go to 
1200 St. Charles Ave. MA 528! New Orleans, La. Block 54, Vermilion 
BEDELL & NELSON ENGINEERS = aie 
Delta Marine Drilling Co. 
Incorporated Joseph Zeppa Stacked 
DESIGN — SUPERVISION — REPORTS 
Gulf Oil Corp. 
Bridges, Docks, Buildings, Foundations, Marine Structures MV Eagle Stacked 
Power Plants, Roads and Railroads, Shops, Utilities MV Pelican Block 13! Field, S. 
Timbalier, La. Self 
Dolphin Stacked 
Humble Oil & Refining Co. 
THE PHOTO MART, INCORPORATED |) set 
rT ST-2 Stacked 
ST-3 Stacked 
T 6 a4 nese 
; - tacked 
Jesse T. Grice ors poched 
Photographer ST-7 Stacked 
ST-8 Stacked 
ST-9 Stacked 
COMMERCIAL @ AERIAL 70 stecked 
-I tacked 
INDUSTRIAL ST-12 "QO" Platform Block 30, W. Delta Self 
area, La, 
owner of the world’s e 
Kerr-McGee Oil Industries, Inc. 
largest collection of Kermac II Louisiana Stacked 
Kermac Ill Block 124, Vermilion 
OFFSHORE RIG area, La. 65' CATC 
PHOTOGRAPHS Kermac IV Louisiana Stacked 
Kermac Drilling Co. of Venezuela, S. A. 
COLOR—BLACK & WHITE Kermac V-I Lake Maracaibo 80' _ Sun 
Kermac V-2 Lake Maracaibo 80° Phillips 
914 7th St. 
Loffland Bros. 
MORGAN CITY, LOUISIANA vier Vesemmete 
° enezuela 
Phone 5403 y-t Venezuela 
V-103 Venezuela 
P. O. Box 863 V-104 Venezuela 
be Venezuela 
“ ” rville 
Pictures Tell The Story — May We Show You L. Fisher — 
-106 Venezuela 

















moves for up to 500% less cost than any known on or offshore operations. 


JACK CASEY 


Hydronamic Design Engineering 


PHO. 1078 MERMENTAU, LA. 


Investigate our hydrotaxis tripod. If you are interested in automaton of tower location 


P. O. BOX 175 
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OFFSHORE 
































| ANNE 


Water Depth 











a Drilling 
Owner and Vessel Location (7/1/59) Location for 
MCN Group : 
MDT-! Block 128 Field, Eugene 
Island area, La. 30' Self 
MDT-2 Stacked 
MDT-3 Stacked 
MDT-4 Stacked 
MDT-5 Stacked 
MDT-6 Stacked 
MDT-7 Stacked 
Magnolia Petroleum Co. 
Gulf Coast 
Barge No. 2 Stacked 
The Murmanil Corp. 
Murmanil | Block 21, Bay Marchand 35' Gulf 
The Offshore Co. 
OV-! Lake Maracaibo WOL 
OV-2 Lake Maracaibo Shell 
Pan American Petroleum Corp. 
Pan American 50 Orange, Texas Stacked 
Perforaciones Delta, C. A. 
Delta | Lake Maracaibo Stacked 
Delta Ill Lake Maracaibo 90" Sun 
Delta IV Lake Maracaibo 95' San Jacinto 
Delta V Lake Maracaibo Stacked 
Delta VI Lake Maracaibo 97' Phillips 
Petroleo Brasileira, S$. A 
Foz Dom Joao No. | Dom Joao Field, Brazil Petrobras 
Foz Dom Joao No. 2 Dom Joao Field, Brazil Petrobras 
Foz Dom Joao No. 3 Dom Joao Field, Brazil Petrobras 
Foz Dom Joao No. 4 Dom Joao Field, Brazil Petrobras 
Reading & Bates Offshore Drilling Co. 
J. W. Bates Persian Gulf 102' Arabian Oil 
George M. Reading Block 124, Vermilion 
area, La. CATC 
Clayton G. Dorn Block 208, Eugene Is- 
land area, La. CATC 
Shell B-P Development Co. of Nigeria, Ltd. 
Tender Niger River Delta Shell B-P 
Shell de Venezuela 
GP | Lake Maracaibo Self 
GP 2 Lake Maracaibo Self 
GP 3 Lake Maracaibo Self 
GP 4 Lake Maracaibo Self 
GP 5 Lake Maracaibo Self 
GP 6 Lake Maracaibo Self 
GP 7 Lake Maracaibo Self 
GP 8 Lake Maracaibo Self 
GP 9? Lake Maracaibo Self 
GP 10 Lake Maracaibo Self 
Rigs on Platforms 
Owner and Rig Type 
Drig. Drilling 
Depth or 
(Max.) Location (7/1/59) 
An-Son Gulf Drilling Co. 
Rig 6 Tender ,000° Block 45, West Delta area, La. CATC 
Rig — Tender Block 54, S. Timbalier, La. Humble 


Black Gold Well Service 
Rig | Workover 
Rig 3 Workover 


Block 190 
Lafayette Parish, La. 


Brown Marine Drilling Co. 
Rig 1 (on 
drig.island) 10,000' Calif. State Lease No. 186 
Brunei Shell Petroleum Co., Ltd. 
Rig — Self-con. 10,000’ Seria, Brunei 


CATC Group 
Rig — Self-con. Block 47, Grand Isle area, La. 
Rig — Self-con. Block 45, West Delta area, La. 


Creole Petroleum Corp. 
Operates 9 rigs on plat- 
forms in Lake Maracai 
bo, Venezuela 


Deepwater Exploration Co. a 
ig — Tender Block 54, Vermilion Bay, La. 
Delta Marine Drilling Co. 
Rig | Tender 


Ente Nazionale Idrocarburi 


Rig — Self-con. Persian Gulf 


Freeport Sulphur Co. 
Rig | Self-con. 5,000’ 
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Block 9, Grand Isle area, La. 


Monterey, et al 


Self 


Self 
Self 


Humble 


Stacked 


Self 


Self 





INSIDIOUS SCOUR 


analysis & mitigation via patent insulators 
CUNNINGHAM ENGINEERING COMPANY 


4796 Port Arthur Hwy. Beaumont, Texas 








. HOUSTON P 
BOL SEStON } Dickinson 8-3401 
NEW ORLEANS: WHitehall 9-2713 
THOMAS L. STANLEY, JR. 
Coneuttion Marine Engineer 
VEYOR — APPRAISER 
LOSS PREVENTION — CLAIM INVESTIGATION 
Cable: “STANTEX” 3722 BA¥OU CIRCLE 








veston Dickinson, Texas 
DESIGNS R 
SUPERVISION CONSULTATION 
Arthur D. Darden 
JACKSON 2-0274 


NAVAL ARCHITECT 


505 CIVIC CENTER BUI 
AND MARINE ENGINEER ER BUILDING 


NEW ORLEANS 12, LOUISIANA 








Eustis Engineering Company 


Consulting Foundation Engineers 
Borings — Test — Analyses 
for Offshore Structures 


3635 Airline Highway VE-5-8476 


Metairie, Louisiana 








ROBERT H. MACY 


Naval Architect and Marine Engineer 


Designs 


Estimates 
Reports 


Consultation 


Specializing in Work Boats and 
Floating Equipment for Offshore Drilling 


Phone SOuth 2-5667 P. O. Box 711 


Pascagoula, Mississippi 











Geer Studio, Inc. 


INDUSTRIAL 
PHOTOGRAPHY 


We specialize in pictures 
for the oil industry — oil 
rigs, equipment and boats. 
Aerial photography, color 
and !6-mm. motion pic- 
tures. 


Call Jack Beech 


| JA 2-7419 


709 Royal Street 
New Orleans 16, La. 























Owner and Rig Type 
Drig. 


Drilling 


Owner and Rig ba 9 
1 











Drilling 
Depth for Depth for 
(Max.) Location (7/1/59) (Max.) Location (7/1/59) 
Gulf Marine Drilling Inc. | Phillips Petroleum Co. 
Rig 20,000 Stacked Rig 40 Tender 5,000’ Houston, Tex. Stacked 
Rig — Self-con. Eugene Island area, La. Stacked 
Rig — Self-con. Block 129, Engene Island area, La. Stacked 
| 
Heenite Oil . Refining Se. . en | 
ig 36 ender Thibodeaux Field, La. el 
Rig 46 Tender 14,000' Thibodeaux Field, La. Self | Place Gas & Oil Co., Ltd. 
Rig 49 Tender 14,000' Thibodeaux Field, La. Self | Rig | cable tool '2,300' Lake Erie Self 
Rig 50 Self-con. 12,000' Grand Isle area, La. Self | Rig 2 cabletool 2,300' Lake Erie Self 
Rig 47. Tender 5,000 Stacked | Rig 3 cable tool 1,100 Port Dover, Ont. Self 
Rig 54 Self-con. "©" Platform, Block 30, Rig 4 cable tool 900 Selkirk, Ont. Self 
West Delta area, La. Self 
Pure Oil Co. 
Kerr-McGee Oil Industries, Inc. Rig — Tender Block 126, E. Cameron area, La. Stacked 
Rig 43 Tender 15,000° Stacked 
Rig 48 Tender 18,000' Block 124, Vermilion CATC 
Rig 39 Tender 16,000’ Stacked Reading & Bates Offshore Drilling Co. 
Rig | Tender 20,000' Persian Gulf Arabian Oil 
oh 2 paw oa. Ten a.  eotcmcage area, La. fox 
ig 3 ender 000° lock , Eugene Island area, La. A 
Kermac Drilling Co. of Venezuela Rig 4 Tender 20,000' Block 208, Eugene Island area, La. CATC 
ig — ender | Lake Maracaibo Sun 
Rig — Tender 15,000" Lake Maracaibo Phillips 
Richfield Oil Corp. 
Drilling island Punta Gorda, Calif. Self 
Loffland Bros. 
Rig V-15 Tender 15,000" Venezuela 
Rig V-25 Tender 15,000' Venezuela Rimrock Tidelands ; 
Rig V-31 Tender 15,000' Venezuela Rig 15 Self-con. 15,000' Morgan City, La. Stacked 
Rig V-4 Tender 15,000' Venezuela 
Rig HA syd Venezuela 
Rig V- ender 15,000' Venezuela 
pod Rowan Drilling Co. 
R V- T V | : . 
Rig V8 18007 Yenezuel 2s ee EtGtiisee 86 
Rig 130 Self-con. 20,000' Bay Marchand area, La. - er ae oo See SS, SS 
Rig 148 Self-con. 18,000' Bay Marchand area, La. 
Rig 62 Self-con. 18,000' Grand Isle area, La. 
Salt Dome Production Co. 
ig 10 Tender 16,000’ Block 131, S. Timbalier area, La. Gulf 
Rig 14 Tender 14.000" Block 132, S. Timbalier area, La. Gulf 
MCN Group 
Rig 34 Tender Block 128, Eugene Island area, La. Self 
Rig 39 Tender Stacked 
Rig 47 vee va Stecked ae B-P a ~~ Co. of tov, Ltd. - sist ti 
Rig 48 Tender Block 64, E. Cameron area, La. Stacked Rig — ieee a asec 
Rig 44 Tender Stacked 
Rig 45 Tender Stacked 
Rig 57 Tender Block 73, Ship Shoal area, La. Stacked | Shell de Venezuela 
} GP | Tender 8,000’ Lake Maracaibo Self 
GP 2 Tender 15,000’ Lake Maracaibo Self 
GP 3 Tender 12,000’ Lake Maracaibo Self 
Magnolia Petroleum Co. GP 4 Tender 12,000' Lake Maracaibo Self 
Rig 59 Self-con. 10,000° Stacked GP5 Tender 8,000’ Lake Maracaibo Self 
Rig 62 Self-con. 8.000 Block 126, Eugene Island area, La. Stacked GP 6 Tender 8,000° Lake Maracaibo Self 
GP 7 Tender 12,000' Lake Maracaibo Self 
GP 8 Tender 12,000' Lake Maracaibo Self 
GP 9 Tender 17,000' Lake Maracaibo Self 
Midcon Oil & Gas Co. Ltd. GP 10 Tender 17,000° Lake Maracaibo Self 
Drilling tower ,800" Lake Erie, Canada Self 
Shell Oil Co. 
Nicklos Drilling Co. Rig — Self-con. 12,000' Block 176, Eugene Island area, La. Stacked 
Rig 22 Tender 18,000' Block 45, W,. Delta area, La. CATC 
Shoreline Drilling Co. 
ig 7 Self-con. 20,000 Block 58, W. Delta area, La. CATC 
Noble Driltin Rig 3 Self-con. 30,000 Being placed on marsh barge CAIC 
ig Ss fer Vermilion area, La. Calco 
Rig — Tender Bay Marchand Calco 
Rig — Tender Bay Marchand Calco 
Southeastern Drilling Corp. 
ig 7 Self-con. 15,000° Bayou Bouef, La. Stacked 
Rig 12. Tender 18,000’ Union Oil of Calif. 
The Offshore Co. 
Rig 21 Self-con. 20,000 St. Mary Parish, La. Stacked 
Rig 24 Self-con. 20,000 Block a) — Cameron Standard Oil Co. of Calif. 
area, McDermott . ; 000° ec Calif S ; 
Rig 25 Self-con. 20,000' Block * , ann area, La. McDermott Rig Steel platform 12, Summerland, Calif. tandard-Humble 
Superior Oil Co. 
Patterson & Culver If. 15.000' lock | Ww if 
Rig 1 Cable tool 1100’ Lake Erie, Canada Place Gas & Oil a See. Se eee ee, Cannan are, Se as 
Texaco Trinidad, Inc ‘ 
Paria Operations, Inc. ig — Gulf of Paria, Trinidad Self 
Rig — Gulf of Paria, Venezuela Self 
Rig — Gulf of Paria, Venezuela Self 
Trinidad Northern Areas 
Rig — Self-con. 7,500’ Saitege Platform No. |, Set 
Petroleo Brasileira S. A. : rinidad, B.W.I. elf 
ig 9 Tender 400 mts. Dom Joao Field, Brazil Petrobras Rig — Gulf of Paria, Trinidad Self 
Rig 13 Tender 400 mts. Dom Joao Field, Brazil Petrobras 
Rig 15 Tender 600 mts. Dom Joao Field, Brazil Petrobras 
Rig — Tender Dom Joao Field, Brazil Petrobras Underwater Gas Developers, Ltd. 
Cable tools 4000" Lake Erie Consolidated West Petroleum 
<epre tools 4.000 —_ = Consolidated pneed a ae 
able tools 4 Lake Erie ranium Ridge 
Perforaciones Delta, c A. Cable tools 4,000" Lake Erie French 
Rig 13 ender 15,000' Lake Maracaibo Sun Cable tools 4.000' Lake Erie French 
Rig |4 Tender 15,000' Lake Maracaibo San Jacinto Cable tools 4;000' Lake Erie Kewanee 
Rig 15 Tender 15,000’ Lake Maracaibo Stacked Cable tools 4,000" Lake Erie Kewanee 
Rig 16 Tender 15,000 Lake Maracaibo Phillips Cable tools 4,000" Lake Erie Kewanee 
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MARKEY 


oF 1 i tej e) 
WINCHES— 





READY ACCESS to all parts. 


twin installation. 


MARKEY MACHINERY CO., INC., Seattle 4, Washington 
85 Horton St., MAin 2-4698 
Represented by 
H. J. WICKERT & CO., INC., San Francisco 7, Calif. 
770 Folsom St., YUkon 6-5800 


J. H. MENGE CO., New Orleans 12, La. 
932 N. B. of C. Bidg., JAckson 2-0686 














We maintain a 
continuous market 
interest in the 
securities of 


companies engaged 


OFFSHORE 


activities 


Schneider, Bernet 
& Hickman, Inc. 


Established 1932 
Member New York Stock Exchange 


1505 ELM DALLAS |, 


Riverside 8-1201 


TEXAS 








HEAVY DUTY CONSTRUCTION. 


ULTRA-MODERN WELDING, plus metal thick- 
nesses and parts sizes that guarantee quiet oper- 
ation, and resistance to weathering, overload. 


ALL GEARS AND WORKING PARTS totally en- 
closed for trouble-free service, cleanliness. 


SINGLE OR TWO-SPEED. Left and right hand for 


SIZES AND CAPACITIES to meet any need. 


For better, faster, more economical 
winching, SPECIFY MARKEY! 





TYPE NES-8S 
Electric Cargo Winch 
—quiet and smooth as silk! 
Also 


TOWING AND 
MOORING WINCHES 


WINCLASSES 
CAPSTANS 
STEERING GEARS 
HOISTS 


CUSTOM MARINE 
EQUIPMENT 











THE 7SEAS [E 


MARKEY 


Designs Builds 


& Repairs 
DECK MACHINERY 


for Better Performance 


Longer Life 


57 











INSURANCE 
ADJUSTERS OF AVERAGE 


Facilities for handling insurance requirements 


for the Marine, Shipping and Oil Industries. 


DEEP SEA @ OFFSHORE 
INLAND WATERS 
World Wide Service 


ADAMS & PORTER 


ESTABLISHED 1907 


Cotton Exchange Bldg. Phone: CApitol 7-5181 
Cable Address: ADPORT 


HOUSTON, TEXAS 
and at 
MARACAIBO 
RIO DE JANEIRO 


NEW YORK SAO PAULO 









GLOBAL 


EXPLORATION 


MOFFER LARGE COST SAVINGS 
TN EXPLORATION AND 
DEVELOPMENT OF 
BSUBMERGED LANDS 


Write F 


> 
GLOBAL MARINE 
EXPLORATION CO 


RAND AVE 
LOS ANGELES 17, CALIF 


R.F. BAUER Presigant 











The Slush Pit... 


e ee toolpusher came home early to work in his 

yard, and changed into old, stained clothes. A 
woman, driving by in her limousine, ordered the 
chauffeur to stop when she saw his vigorous grass- 
clipping. 

‘My good man,” she said to the toolpusher, “do 
you have any free days to work for someone else?” 

“No, ma’am,” he replied. “I’m kept pretty busy 
here.” 

“You seem to be a very good worker,” she per- 
sisted. “And I need a yard man. I'd be glad to pay 
you more than you're getting here.” 

“I ain't interested in changing jobs for more 
money,” the toolpusher said, dropping his voice to 
a confidential whisper. ‘““You see—I get to sleep 
with the lady here!” 


One day Adam told Eve he was going out hunting. 
He said he would not be gone long, but it was late 
evening before he returned. Eve was very upset. 

“Where have you been so long?” she demanded. 


“I am sure you are keeping something from me. 
Did you meet anyone?” 

“Now, Eve, dear,” laughed Adam. “You know 
we're the only two people in the world.” 

So saying, he lay down and went to sleep. But 
Eve, still filled with suspicion, began to count his ribs. 








The roustabout was pouring a libation for his 
girl. “Say when, honey,” he said to her. 


“Right after this next drink,” she replied demurely. 


uite a figure,” said the chorus girl 
roken bottle. 


“I'm cutting 
as she sat on a 


Roustabout: ‘“My honey sings to me in her parlor.” 
Roughneck: “That's nothing—me'n my gal duet 
in my car.” 








“George is a chemist. He turns petro- 
leum into fabrics—and back into 
high-test gas!” 











OFFSHORE 








| Business 
\ in Venezuela? 


Se meine 
7 /° “Fly NON-STOP to 
ae .- /MARAGAIBO 
‘mm, CARACAS 


























& MIAMI 
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ae % MON. ~% Radar Equipped 


ORLEANS | %@ moe * % Super DC-6B 
“Gans @ % 
10 A.M. %, = + A Luxury Liners 
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Caracas 











Reservations: 
See your travel agent 
or any airline office 


— 








—e 
AVERSA 


AVENSA = 
INTERNATIONAL AIRWAYS 


Connections at Maracaibo and Caracas to more than 25 cities in Venezuela 
























Great Lakes’ Largest eos 


Clyde Whirley Handles 110 Ton Lifts 
For Chicago Regional Port District 


Now boasting the most powerful crane on the Great Lakes, the 
newly developed Lake Calumet Harbor is well equipped to handle 
the heaviest cargoes shipped via the Great Lakes waterway. 


Installed recently by the Chicago Regional Port District, this 
Whirley, another addition to Clyde’s imposing list of port installa- 
tions, has a load capacity of 110 tons at a 45 foot radius and 38 
tons at 125 foot radius. The Whirley has a full-revolving 110 foot 
boom with 20 foot extension and is barge mounted to service the 
entire harbor. Two Clyde deck winches shift the barge along the 
dock or vessel as operations require. 


Clyde Whirleys have long been acknowledged as cargo-handling 
workhorses of the world’s leading ports. Operating with buckets, 
hooks or magnets, Whirleys have an unequalled reputation for 
reducing costly tie-up time for vessels and for fast, dependable, 
low-cost handling of any type cargo. 


Write or phone our Marine Engineering Division for complete 
specifications on Clyde Whirleys, custom-engineered to best 
serve your particular needs. 


CLYDE IRON WORKS, Inc. Two Clyde electric hoists give the Chicago Re- 


Established 1899 gional Port District’s Whirley ‘run of the harbor’. 
OULUTH 1, MINNESOTA Barge mounting saves dock space, always at a 
premium in busy ports. 


HOISTS : DERRICKS : WHIRLBYS : UNLOADERS - 
BUILDERS TOWERS : CAR PULLERS : ROLLERS 























